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I. Safety Instructions 



CAUTION 


RISKOF ELECTRIC SHOCK 
DO NOT OPEN 



CAUTIONrTO REDUCETHERISK OF ELECTRIC 
SHOCK, DONOT REMOVE COVER (OR BACK). NO 
USER-SERVICEABLE PARTSINSIDE. REFER 
SERVICINGTOQUALIFIED SERVICE PERSONNEL 
ONLY. 


The lightning flash with arrowhead symbol, 
within an equilateral triangle, is intended to alert 
the userto the presence of uninsulated “dangerous 
voltage” within the product’s enclosure that may 
be of sufficient magnitude to constitute a risk of 
electric shock to persons. 

The exclamation point within an equilateral 
triangle is intended to alert the user to the 
presence of important operating and maintenance 
(servicing) instructions in the literature 
accompanying the appliance. 


PRECAUTIONS DURING SERVICING 

1. In addition to safety, other parts and assemblies are 
specified for conformance with such regulations as 
those applying to spurious radiation. These must 
also be replaced only with specified replacements. 
Examples: RF converters, tuner units, antenna 
selection switches, RF cables, noise-blocking 
capacitors, noise-blocking filters, etc. 

2. Use specified internal Wiring. Note especially: 

1) Wires covered with PVC tubing 

2) Double insulated wires 

3) High voltage leads 

3. Use specified insulating materials for hazardous 
live parts. Note especially: 

1) Insulating Tape 

2) PVC tubing 

3) Spacers (insulating barriers) 

4) Insulating sheets for transistors 

5) Plastic screws for fixing micro switches 

4. When replacing AC primary side components 
(transformers, power cords, noise blocking 
capacitors, etc.), wrap ends of wires securely about 
the terminals before soldering. 



5. Make sure that wires do not contact heat generating 
parts (heat sinks, oxide metal film resistors, fusible 
resistors, etc.) 

6. Check if replaced wires do not contact sharply edged 
or pointed parts. 

7. Make sure that foreign objects (screws, solder 
droplets, etc.) do not remain inside the set. 




MAKE YOUR CONTRIBUTION TO PROTECT THE 
ENVIRONMENT 

Used batteries with the ISO symbol 
for recycling as well as small 
accumulators (rechargeable batteries), mini-batteries 
(cells) and starter batteries should not be thrown 
into the garbage can. 

Please leave them at an appropriate depot. 


WARNING: 


Before servicing this TV receiver, read the X-RAY 
RADIATION PRECAUTION, SAFETY INSTRUCTION 
and PRODUCT SAFETY NOTICE. 


X-RAY RADIATION PRECAUTION 

1. Excessively high can produce potentially hazardous 
X-RAY RADIATION. To avoid such hazards, the high 
voltage must not exceed the specified limit. The 
normal value of the high voltage of this TV receiver 
is 27 KV at zero bean current (minimum brightness). 
The high voltage must not exceed 30 KV under any 
circumstances. Each time when a receiver requires 
servicing, the high voltage should be checked. The 
reading ofthe high voltage is recommended to be 
recorded as a part of the service record, It is 
important to use an accurate and reliable high 
voltage meter. 

2. The only source of X-RAY RADIATION in this TV 
receiver is the picture tube. For continued X-RAY 
RADIATION protection, the replacement tube must be 
exactly the same type as specified in the parts list. 

3. Some parts in this TV receiver have special safety 
related characteristics for X-RADIATION protection. 

For continued safety, the parts replacement should 
be under taken only after referring the PRODUCT 
SAFETY NOTICE. 

SAFETY INSTRUCTION 

The service should not be attempted by anyone 
unfamiliar with the necessary instructions on this TV 
receiver. The following are the necessary instructions 
to be observed before servicing. 

1. An isolation transformer should be connected in the 
power line between the receiver and the AC line 
when a service is performed on the primary of the 
converter transformer ofthe set. 

2. Comply with all caution and safety related provided 
on the back of the cabinet, inside the cabinet, on the 
chassis or picture tube. 

3. To avoid a shock hazard, always discharge the 
picture tube's anode to the chassis ground before 
removing the anode cap. 












PRODUCT SAFETY NOTICE 


4. Completely discharge the high potential voltage of the 
picture tube before handling. The picture tube is a 
vacuum and if broken, the glass will explode. 

5. When replacing a MAIN PCB in the cabinet, always 
be certain that all protective are installed properly 
such as control knobs, adjustment covers or shields, 
barriers, isolation resistor networks etc. 

6. When servicing is required, observe the original lead 
dressing. Extra precaution should be given to assure 
correct lead dressing in the high voltage area. 

7. Keep wires away from high voltage or high tempera 
ture components. 

8. Before returning the set to the customer, always 
perform an AC leakage current check on the exposed 
metallic parts of the cabinet, such as antennas, 
terminals, screwheads, metal overlay, control shafts, 
etc., to be sure the set is safe to operate without 
danger of electrical shock. Plug the AC line cord 
directly to the AC outlet (do not use a line isolation 
transformer during this check). Use an AC voltmeter 
having 5K ohms volt sensitivity or more in the 
following manner. 

Connect a 1.5K ohm 10 watt resistor paralleled by a 
0.15pF AC type capacitor, between a good earth 
ground (water pipe, conductor etc.,) and the exposed 
metallic parts, one at a time. 

Measure the AC voltage across the combination of 
the 1.5Kohm resistor and 0.15 uF capacitor. Reverse 
the AC plug at the AC outlet and repeat the AC 
voltage measurements for each exposed metallic 
part. 

The measured voltage must not exceed 0.3V RMS. 
This corresponds to 0.5mA AC. Any value exceeding 
this limit constitutes a potential shock hazard and 
must be corrected immediately. 

The resistance measurement should be done 
between accessible exposed metal parts and power 
cord plug prongs with the power switch "ON". The 
resistance should be more than 6M ohms. 


Many electrical and mechanical parts in this TV 
receiver have special safety-related characteristics. 
These characteristics are offer passed unnoticed by 
visual spection and the protection afforded by them 
cannot necessarily be obtained by using replacement 
components rates for a higher voltage, wattage, etc. 
The replacement parts which have these special 
safety characteristics are identified by marks on 
the schematic diagram and on the parts list. 

Before replacing any of these components, read the 
parts list in this manual carefully. The use of 
substitute replacement parts which do not have the 
same safety characteristics as specified in the parts 
list may create shock, fire, X-RAY RADIATION or 
other hazards. 


AC VOLTMETER 






FEATURES 


• POWER SUPPLY:AC 90-264V 50/60Hz 

• MULTI TV SYSTEM:NTSC M 

• MULTISTANDARD SOUND PROCESSORS:,BTSC+SAP 

• MULTI VEDEO SYSTEM:PAL/NTSC/SECAM 
•VERSATILE INPUT SOURCES: 

TV, AVI ,AV2,S-VIDEO,YCbCr,YPbPr,DVI,PC(ANALOG) 

• FULL FUNCTION REMOTE CONTROLLER 

• EXCELLENT SOUND EFFECT WITH VOLUME,TRABLE, BASS, BALANCE, 
AVC ADJUSTABLE, AUDIO MODE, SPACIAL EFFECT, EQUALIZER 
•SMART SOUND & PICTURE MODE SET: 

PERSONAL,CINEMA, SPEECH, MUSIC; STANDARD,PERSONAL,BRIGHT, 
MILD 

•ADAPTIVE 2/4 LINE COMB FILTER FOR PAL/NTSC 
•VTR FOR WEAK AND DISTORETED SIGNAL FROM VIDEO TAPE 
RECORDER 

•AUTOMATICALLY TURN OFF THE SET WHEN SIGNAL ABSENT LONGER 
THAN 10 MINUTES 
•216 CHANNELS 

• BLUE SCREEN DISPLAY 
•CC/V-CHIP 

• FREEZE PICTURE 

• PROGRAM LABEL 
•SLEEP 

•SCREEN SIZE CHANGE 
•STANDBY 
•CHANNEL SWAP 

•VOG PIP (AT PC 1280X768/60HZ, TV WIDE FORMAT) 

GENERAL SPECIFICATION: 


PARTI :TV SET 


POWER CONSUMPTION 

1 80Watt ( MAX.) 

<3 Watt(STBY) 

TV RECEIVE SYSTEM 

NTSC M 

VIDEO SYSTEM 

MULTI PAL/ SECAM/ NTSC 

VISION INTERMEDIATE 

FREQUENCY 

45.75MHz 

INTER-CARRIER FREQUENCY 











4.5MHz(BTSC) 

CHROMA IF FREQUENCY 

42.1 7MHz 


CHANNELS RECEIVED 

USA 216 Channel 

(AIR 2-83 Channel) 

(CATV (STD IRC HRC) 1-134 

Channel) 

TUNING MODE 

PLLSYSTEM 

AV IN/OUT 

1 AVI 1 N , 1 AV 2 1 N , 1 S-VIDEO IN 

YCbCr IN, YPbPr IN 

1 AV OUT 

AV IN/OUT SPECIFICATION 

Y/C IN -Y: 1.0±0.2Vp. P 75Q 

C:0.7 Vp.p 75 Q 

VIDEO IN—1.0 +0.2V P .p 75Q 

AUDIO IN—Approx,500mV 

VIDEO OUT—-1.0 + 0.2 Vp. P 75 Q 

AUDIO OUT—-Approx,400mV 

RGB IN : sS0.7 V P . P 

ANTENNA INPUT IMPEDANCE 

75 OHM 

OSD LANGUAGE 

ENGLISH/SPAINISH/ GERMAN / 

FRENCH PORTUGUES/ 

NOTE: The OSD language has only 5 language. 

AUDIO OUTPUT POWER 

6Wx2 (1 KHz, 0.5Vrms, 10%THD) 

LED INDICATORS 

Continue shine POWER ON 

Flash standby 

HAND SET POWER SUPLY 

BATTERY 1.5V (AAA) x2 


PART2:PC RESOLUTION 


ANALOG RGB IN 

0.7 Vp. P 



RESOLUTION 

V.Feq.(Hz) 

h.Feq.(Hz) 

GRAPHIC MODE 

640X480 

59.940 

31.469 

VGA 

800X600 

60.317 

37.879 

VGA 

1024X768 

60.004 

48.363 

VGA 

1280X720 

59.870 

47.776 

VGA 







PART3:PANEL 


Brand & Model 

CHIMEI/V270W1-L03 

Resolution 

1280X720 

Displayable Colour 

16.7MHz 

Surface 

Hard Coating + Anti-Radiation 

Viewing Angle (H/V) 

170° (Hor)/170° (Ver) 

Display Response Time 

25ms 

Contrast Ratio 

1:600 

Brightness 

550nit 

Aspect 

16;9 

Lamp Life 

50,000Hrs 

Bad Pixel Quality (Bright/Dark/Total) 

2/6/8 




Block Diagram 





























WiringDiagcrn 





















C38 is the bypass cap for Q1 
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_L cno_ 


218 NVA13 
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ROMOE# 



Short JP2 when using PROMJET or ICE ROM Emualtor, 
open it when using flash normally. 


























-j—|vcc 


-J-|M5V 


-J -1+12 


J2B' and J28" are supplementary power sockets 


IC4 

LT1085CM 


vcci vcci VDDl 


lei 

| lOOuF —| —47 


— CON3 


VNN VOO 




VLL VPP 


l+ r7n l + nn I + P9I4 = l± l C23l l + < 


IOO 11 F/I 6 V ^47uF!16V CK3 is the decoupling cap (or Vli* 






JC23 nR20 

±,09 g — 68K/5W 


a sC izmr 


D91N4148 Q2l 


II2200F 2200P 11 

A A 


C29 rn -’ PC817B IK 


115V l/ 5 w 25V/2200uF| fl?! 1 10K 


D18 L9 C4 i- 


_\Q11 5UH 5UH 


R29 IK 


riRii riRB ti8 


=03 47K 0.51f5W 


IN: AC 100V-240V 


2N5551 



















Disassembly 


In case of trouble, etc., Necessitating disassemble, please disassemble in the order shown in the 
illustrations. 

Reassemble in the reverse order. 

1. Removal of the Back Cover 



2. Removal of the MAIN PCB 
a. Removethe screws. 

b- Slide outthe LCDchassis slightly; pull upthe connectorof AC cord from PCB; pull up the 
LCD PCB from LCD. 

c . Remove the Anodecap from Thepicture tube. To avaid a shock hazard, be sure to discharge 
d ■ Take outthe LCD chassis. 




























































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































































POWER PCB 
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TUNER PCB 
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4121024114J40 CARBON RES 


RT14-1/4W-240 0-J 


4121051214J40 CARBON RES 1/4W-5. 1KQ 


1.000 R42 


1.000 R39 


4121051314J40 CARBON RES1/4W-51K Q 


1.000 R38 


4123068305J20 METAL OXIDE RES 


5W-68K-J 


2.000 R17 R20 


41230R3305J20 METAL OXIDE RES 


RY-5W-0. 33 O-J 


1.000 R40 


41230R5105J20 METAL OXIDE RES 


5W-0. 51R-J 


1.000 R13 


4129008R05A00 HEAT VARIABLE RES 5A 8R 


DIP 


1.000 RT1 


412A07D471K00 PIEZORESISTANCE 


Z0V-07D471K (HEL) DIP 


1.000 RV1 


412A0R5105J00 WIREWOUND RES 5W-0. 51Q-J 


1.000 R9 


4130103102M03 HIGH VOLTAGE CERAMIC CAPACITOR 3. 000 C14 C23 C20 


1KV-103-M 


















































4130151102M00 HIGH VOLTAGE CERAMIC CAPACITOR 3. 000 C9 C21, 


1000V-151-M 


4136104271M02 X CAP 


AC275V-104-M (K) 


1.000 C4 


4136221401M00 YCAP221 400V 


3.000 Cl, C3, C26 


4136222251M00 Y CAP 


AC250V-222-M (K) 


2.000 C29.C37 


4136684271M03 X CAP 


AC275V-684-M (K) 


1.000 C54 


4138105401K00 METAL MYLAR CAP 


400V-105-K 


1.000 C5 


4140101451M00 CAP- EL DL: 18*35 (105° ) 


CD11G-450V-I00u-M 


2.000 C7 C19 


CAP-EL 105° high frequency LOW 
414110125RM01 IMPEDANCER 


CD11HL 25V-100uF-M 


4.000 Cll C17 C18 C28 


CAP-EL 47uF/10V § 6 


1.000 C64 


CAP-EL 105° high frequency LOW 
414110210RM02 IMPEDANCER 


7. 000 C41 C44 C46 C51 C53 C56 C57 

















































_ lOV-lOOOuF-M _ 

CAP-EL 105° high frequency LOW 

414110216RM01 IMPEDANCER _ 

_ 16V-1000uF-M _ 

CAP-EL 105° high frequency LOW 

414122225RM01 IMPEDANCER _ 

_ 25V-2200uF-M _ 

CAP-EL 105° high frequency LOW 


414133235RM00 IMPEDANCER _ 

35V-3300uF-M 016*31 



4151000015070 CHIP ZENER 1206 
15V 0. 5W 



415301N400720 DIODE (D015) 
1N4007 


41530UF400740 DIODE _ 

_ UF4007 _ 

4153MBR20100C DIODE MBR20100CT T0-220 















































4153MBR20200C 

4153MUR180E00 

4153MUR480E00 

4153MUR860T00 

41540KBU6J000 

416000050P030 

416002N540100 

416002N555i00 

41602SK265100 


DIODE MBR20200 T0-220 


DIODE MUR180E _ 

DO-15 _ 

DIODE MUR480E 

DO-35 _ 

DIODE MUR860T 

T0-220 _ 

BRIDGE RECTIFIER (DIP) 800V 
KBU6J (RS606) _ 

MOSFET MTP50P03HDL 

T0-220 _ 

TRANSISTOR 2N5401 


TRANSISTOR 2N5551 


MOSFET 2SK2651 































































































































































































4127010R1AJ60 

4127012314J70 

4127015214J70 

412702021AJ60 

412703011AJ60 

412704721AJ60 

4127047314J70 

412704731AJ60 

412704731AJ70 


CHIP RES 1/1 Off— 10 0 0805 J 

CHIP RES 1206 

1/4W-12K-J _ 

CHIP RES 1206 

1/4W-1K5-J _ 

CHIP RES 1/10W-2KQ 0805 J 

CHIP RES 1/10W-300 0 0805 J 

CHIP RES 1/10W-4. 7K Q 0805 J 

CHIP RES 1206 

1/4W-47K-J _ 

CHIP RES 1/10W-47KQ 0805 J 

CHIP RES 1206 

1/4W-47K-J_ 























































































































































































4320005001000 

4041920002010' 

40419200030Tq 

40419200040Tq 

40419200050Tq 

40419200060Tq 

40419200070Tq 

40419200080Tq 

40419200100Tq 

414110116RM00 
414110210RM00 
414110R16RM00 
41412R216RM00 


WIRE 10mm _ 

MTV-2701mainboard 
SOCKET 2PIN/2. 0 
SOCKET 3PIN/2. 0 
SOCKET 4PIN/2. 0 
SOCKET 5PIN/2. 0 
SOCKET 6PIN/2. 0 
SOCKET 7PIN/2. 0 
SOCKET 8PIN/2. 0 
SOCKET 10PIN/2. 0 

CAP-EL 16V-100uF M 4> 
CAP-EL 

lOV-lOOOuF-M _ 

CAP-EL _ 

16V-10uF-M _ 

CAP-EL 





























































16V—2. 2uF-M 


414147116RM00 CAP-EL 


CD110-16V-47OuF-M 


414147125RM00 CAP-EL 25V-470uF (E 8*15 


5. 000 


1. 000 


414147R16RM00 CAP-EL 16V-47uF M <I> 5*7 


12.000 


417000078L050 IC 78L05 


1. 000 


4202T27012010 AV SOCKET 


AV3-8. 4-20 


4202T30011210 RCA SOCKET AV8-8. 4-7 


1. 000 


1. 000 


420AD10006110 S-SOCKET DSW-06P 


1. 000 


420DT15011510 SOCKET 


DB-15 


424000006101A OSCILLATOR (49S) -10°C—80°C 


10M(+-20PPM, 20PF) 


1. 000 


1. 000 


424000256201A 



412700R014J70 


OSCILLATOR<49S>-10°C—80 °C 


20. 25M(+~20PPM, 20PF) 


OSCILLATOR (49S) -10“C—80 “C 


14. 31818M(+-15PPM, 20PF) 


2627A-pixwork300 PCB 


MAINBOARD (04. 12. 17) 


LED-CHIP GREEN 0805 


SA0805G1C-1A-01 


CHIP RES 1/4W-0 (1 1206 J 


1. 000 


1. 000 


1. 000 


1. 000 


1. 000 




































































412700R01AJ80 
412701011AJ80 
412701021AJ80 
412701031AF80 
412701031AJ80 
412701221AJ80 
412702011AJ80 
412702021AJ80 
412702221AJ80 
412702231AJ80 
412702251AJ80 
4127022R1AJ80 
412703011AJ80 
412703321AJ80 


CHIP RES 1/lOff-Q Q 0603J 
CHIP RES 1/10W-100 Q 0603 J 
CHIP RES 1/I0ff-1KQ 0603 J 
CHIP RES 1/10W-10K 0603 F 

CHIP RES l/10ff-10KQ 0603 J 
CHIP RES 1/10W-1. 2KQ 0603 J 
CHIP RES 1/10W-200Q 0603 J 
CHIP RES 1/10W-2KQ 0603 J 
CHIP RES l/lOff-2. 2KQ 0603 J 
CHIP RES 1/10W-22KQ 0603 J 
CHIP RES 0603 

1/10W-2. 2M-J _ 

CHIP RES 1/10W-22Q 0603 J 

CHIP RES 1/10W-300Q 0603 J 

CHIP RES 1/10W-3. 3KQ 0603 J 































































412704711AJ80 CHIP RES 1/10W-470 0 0603 J 


11. 000 R132, R133, R60, R61, R67-R69, R192-R194, L43 


4127047R1AJ80 CHIP RES 1/10W-47 0 0603 J 


412705121AJ80 CHIP RES 1/10W-5. IK Q 0603 J 


14. 000 R13, R87, R88, R89, R112-R115, R138, R141, R64, R101, R102, 


R103 


1.000 R252 


412705621AJ80 CHIP RES 1/10W-5. 6K Q 0603 J 


1.000 R62 


412706811AJ80 CHIP RES 1/10W-680 0 0603 J 


3.000 R38, R39, R175 


412706821AJ80 CHIP RES 1/10W-6. 8K Q 0603 J 


3.000 R131, R75, R254 


4127075R1AJ80 CHIP RES 1/10W-75 Q 0603 J 


18. 000 R50-R57, R58, R94-R96, R98-R100, R184, R74, R76 


413510250RK60 CHIP CAP 0603 


50V-102-K 


413510450RZ60 CHIP CAP 50V-104 0603 Z 


413510R50RJ60 CHIP CAP 50V-1 OP 0603 J NPO 


5.000 631-634, C137 


110.000 62, C4-6, C9, Cll-19, 648-53, C81-97, C99-110, C114-123, 


C138-142,155-156 C169-C179, C181-185, C188-C190, 


C126-129, C131, C63, 665,667,C258 


6192-6195, 6198-6207, 6232, C234 


5.000 6111,6143,6144,6180,6228 


413520R50RJ60 CHIP CAP 50V-20P 0603 J NPO 


9. 000 658-59, 6112, 113, 186, 187, 146, 147, 148 


413522416RZ60 CHIP CAP 16V-0. 22u 0603 Z 


8.000 636-640, 672, 673,674 


413522R50RJ60 CHIP CAP 50V-22P 0603 J NPO 


2.000 625,626 


413533150RK60 CHIP CAP 50V-330P 0603 K 


4.000 655-657,675 
































































413533R50RJ60 

413539250RK60 

413539350RZ60 

413547350RZ60 

413568250RK60 

413568350RZ60 

413568410RZ60 

415200BAV9960 

415201N414870 

4160000901421 

4160000901520 

416PCHAN20P03 

417000024C320 

4170000AC3200 


CHIP CAP 50V-33P J 0603 NPO 
CHIP CAP 50V-392 0603 K 
CHIP CAP 0603 

50V-39nF~Z _ 

CHIP CAP 0603 _ 

50V-47n~Z _ 

CHIP CAP 0603 _ 

50V-6. 8nF-K _ 

CHIP CAP 50V-0. 068 u 0603 Z 

CHIP CAP 0603 

10V-0. 68uF-Z _ 

DIODE (S0T-23B) _ 

BAV99 _ 

IODE 1N4148 1206 _ 

CHIP TRANSISTOR (S0T23) 

9014 NPN _ 

CHIP TRANSISTOR 9015 

MOSFET P-CHANNEL TQ-252 
MTD20P03HDLT4 OR 25P03 

IC(S08) _ 

24C32 _ 

IC(S014) _ 

AC32 





































































4170000LM3580 


IC(SO-8) _ 

LM358 _ 

41700074HC140 I lC 74HC14[S0P] _ 

417000HC37400 IC(SS0P20) _ 

_ HC374 _ 

4170074LV1260 IC(S014) _ 

_ SN74LV126 _ 

41700AMS11170 IC AMS1117[SOP]3. 3V 

41700APL11170 IC APL1117ADJ [SOT-223] 

41700Z8622910 IC Z86229 SQ18 

41704M000161A IC(TS0P54) HY57V641620HG 

_ 4M*16 SDRAM 7ns _ 

4170LV800DT10 IC(TS0P48) _ 

_ AM29LV800DT-90EC _ 

4170LVC162440 IC (TSS0P48) _ 

_ LVC16244 _ 

4170MAX232A00 IC (S016) _ 

_ MAX232A _ 

4170MST988310 IC(LQFP80) _ 

_ MST9883B-C(/IIP) _ 

41763LVDM8310 IC THC63LVDM83A _ 

_ THINE _ 

417AZ1084S3V3 IC(TO~263) _ 

_ AZ1084S-3. 3V _ 

417FSAV330M10 IC(SQ16) _ 

_ P15V330/FSAV330M _ 

417PV11320Q10 IC PW113-20Q [PQFP208] 















































































417PW12350010 


IC PW1235 [PQFP256] 


417S0HCF40520 
417VPC3230D10 
420FT15013010 
42847R00820Tq 
429025R6K00Tq 
429042R2J70Tq 
429043R3J5010 
429043R3J8qTT 
4290511R080Tq 
42905121080Tq 
42905501080Tq 
7596T2701003F 
4041920002010 



SOCKET SOP _ 

DF14-30S-1. 25C _ 

CHIP RES 0603 _ 

47 Q *4 _ 

CHIP INDUCTOR 1210 

DR43-5R6K _ 

CHIP INDUCTOR 1210 

ALM322522-2R2K _ 

CHIP INDUCTOR 1206 

3. 3uH-J _ 

CHIP INDUCTOR 0603 

3. 3uH-J _ 

CHIP INDUCTOR 0603 

11 0HM@100MHz _ 

CHIP INDUCTOR 0603 

BK1608HM121-T _ 

CHIP INDUCTOR 500 Q 0603 

260IB SOUND PCB 

SOCKET 2PIN/2. 0 
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D6 

D5 

D4 

D3 

D2 

D1 

DO 

A19 

VDDPA2 

VSSPA2 

VDDPA1 

VSSPA1 

XI 

XO 

VDDQ3 

VSSQ 

A18 

A17 

A16 

A15 

A14 

A13 

A12 

All 

A10 

A9 

A8 

A7 

VDD1 

VSS 

A6 

A5 

A4 

A3 

A2 

A1 

NMI 

WR 

FD 

ROMOE 

ROMWE 

CSO 

CS1 

P0RTA7 

P0RTA5 

P0RTA5 

PORTM 

P0RTA3 

P0RTA2 

P0RTA1 

PORTA) 

VDDQ3 



VDDQ3 

DRO 

DR1 

DR2 

DR3 

DR4 

DR5 

DR6 

DR7 

DGO 

DG1 

DG2 

DG3 

DG4 

DG5 

DG6 

DG7 

VSSQ 

VDDQ3 

VSS 

VDD1 

DBO 

DB1 

DB2 

DB3 

DB4 

DB5 

DB6 

DB7 

VHS 

VVS 

VSSQ 

VDDQ3 

VCLK 

VPEN 

VFIELD 

TXD 

RXD 

VSS 

VDD1 

PORTB7 

PORTB6 

PORTB5 

PORTB4 

PORTB3 

PORTB2 

PORTB1 

PORTBO 

VYUV7 

VYUV6 

VYUV5 

VSSQ 



Figure 2-1 Pin Locations 
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2.3 Pin Descriptions 


Table 2-1 provides detailed Video Port pin descriptions. 

Table 2-1 Video Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

VCLK 

71 

ID 5 

VPort Pixel Clock. The VCLK pin is used for video port image capture. 
The polarity can be selected by the VCLKPOL bit. 

VVS 

74 

ID 5 

VPort Vertical Sync. Indicates start of next field or frame of input data. This 
signal is internally polarity corrected so VVS can be either active-high or 
active-low. The current status of the VVS signal is given by VPOL and 
VSOK status bits when the video port is selected by the PORTSEL bit. 

VVS is not used when a composite digital sync source is used (COMPEN). 
VVS is required in ITUR656 input mode. 

VHS 

75 

ID 5 

VPort Horizontal Sync. Indicates start of next line of data input. This signal 
is internally polarity corrected and monitored for composite sync content. 
The current status of the GHS signal is given by the HPOL, HSOK & 

COMP status bits when the video port is selected by the PORTSEL bit. 

VHS can supply horizontal sync information or digital composite sync 
information depending on the COMPEN bit. VHS is required in ITUR656 
input mode. 

VPEN 

70 

ID 5 

VPort Pixel Enable. Used when external flow control capture mode is 
enabled by the EXTFCE bit. When VPEN is active, the input data is valid. 
The polarity can be selected by the PENPOL bit. Use of this pin allows 
non-contiguous input data. 

VFIELD 

69 

ID 5 

VGPort Field Input. Video or Graphics port odd/even field indicator 
specifies whether odd or even field of interlaced input is being 
captured.This pin is enabled by the FLDSEL bit and the polarity can be 
specified by the FLDINV bit. Field information can also be derived from 

VVS and VHS, so VFIELD is not required in some applications. 
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Table 2-2 provides detailed Graphics Port pin descriptions. 

Table 2-2 Graphics Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

GCLK 

31 

ID 5 

GPort Pixel Clock. The GCLK pin is used for graphics port image 
capture. The polarity can be selected by the GCKPOL bit.The GCLK 
input can be disabled by the GCLKOFF bit to reduce power 
consumption. 

GVS 

32 

ID 5 

GPort Vertical Sync. Indicates start of next field or frame of data. This 
signal is internally polarity corrected so GVS can be either active-high or 
active-low. The current status of the GVS signal is given by VPOL and 
VSOK status bits when the graphics port is selected by the PORTSEL bit. 
GVS is not used when a composite digital sync source is used which can 
be specified by the SOGSEL and COMPEN bits. 

GPEN 

34 

ID 5 

GPort Pixel Enable. Used when external flow control capture mode is 
enabled by the EXTFCE bit. When GPEN is active, the input data is valid. 
The polarity can be selected by the GPENPOL bit. Use of this pin allows 
non-contiguous input data. 

GHSSOG 

33 

ID 5 

GPort Horizontal Sync/GPort Sync-on-Green. This pin has two different 
functions depending on the SOGSEL bit: 

SOGSEL 

GHSSOG Function 

0 

GHS: GPort Horizontal Sync. Indicates the start of the next line of 
input data. This signal is internally polarity corrected and monitored 
for composite sync content. The current status of the GHS signal is 
given by the HPOL, HSOK & COMP status bits when the graphics 
port is selected by the PORTSEL bit. GHS can supply horizontal 
sync information or digital composite sync information depending on 
the COMPEN and SOGSEL bits. 

1 

SOG: Pin is sync-on-green. Driven by an external sync stripper 
circuit, this pin is monitored (SOGACT status bit) and can supply 
composite sync information (depending on SOGSEL & COMPEN 
bits). 


GCOAST 

36 

OS 

GPort PLL Coast. Tells the PLL when to coast (ignore GREF) during 
vertical blanking. Used to prevent the PLL from reacting to extra or missing 
HS pulses during vertical blanking. Coast duration and polarity is 
programmable through the PLLCM, PLLCB & PLLCE bits. 

GFBK 

35 

ID 5 

GPort PLL Feedback / Line Advance Input. 

• When PORTSEL=0, this pin is not used. 

• When PORTSEL=1, this pin has two different functions depending on the 
EXTFCE bit: 

EXTFCE 

GFBK Function 

0 

GFBK: An input that is typically driven by the FBK output of an ADC/ 
PLL device. In free running capture mode this signal is used to define 
the horizontal capture region (along with the CAPL and CAPW 
registers), and advances the GPort capture controller to the next 
input line. The LAVPOL bit is used to select the polarity of GFBK. 

1 

GLAV: An input to the graphics port line advance. Used in external 
flow control capture mode. When GLAV transitions (depending on 
LAVPOL and LAVMOD bits), the GPort capture controller advances 
to the next input line. 
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Table 2-2 Graphics Port Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

GREO 

20 

ID 5 


GRE1 

21 

ID 5 


GRE2 

22 

ID 5 


GRE3 

23 

ID 5 

GPort Red Pixel Data. GPort Red Even Pixel Data when in 48-bit input 

GRE4 

24 

ID 5 

mode. 

GRE5 

25 

ID 5 


GRE6 

26 

ID 5 


GRE7 

27 

ID 5 


GGEO 

10 

ID 5 


GGE1 

11 

ID 5 


GGE2 

12 

ID 5 


GGE3 

13 

ID 5 

GPort Green Pixel Data. GPort Green Even Pixel Data when in 48-bit input 

GGE4 

14 

ID 5 

mode. 

GGE5 

15 

ID 5 


GGE6 

18 

ID 5 


GGE7 

19 

ID 5 


GBEO 

2 

ID 5 


GBE1 

3 

ID 5 


GBE2 

4 

ID 5 


GBE3 

5 

ID 5 

GPort Blue Pixel Data. GPort Blue Even Pixel Data when in 48-bit input 

GBE4 

6 

ID 5 

mode. 

GBE5 

7 

ID 5 


GBE6 

8 

ID 5 


GBE7 

9 

ID 5 



Table 2-3 provides detailed Display/Graphics Port pin descriptions. 

Table 2-3 Display/Graphics Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

DGRO 

136 

I/O SR5 

DGPort Red Pixel Data. In dual pixel output mode these pins are the ODD 
red outputs. In single pixel output mode these pins are not used. 

DGR1 

135 

I/O SR5 

DGR2 

134 

I/O SR5 

DGR3 

133 

I/O SR5 

DGR4 

132 

I/O SR5 

DGR5 

131 

I/O SR5 

DGR6 

130 

I/O SR5 

DGR7 

129 

I/O SR5 
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Table 2-3 Display/Graphics Port Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

DGGO 

128 

I/O SR5 


DGG1 

127 

I/O SR5 


DGG2 

126 

I/O SR5 


DGG3 

125 

I/O SR5 

DGPort Green Pixel Data. In dual pixel output mode these pins are the 

DGG4 

122 

I/O SR5 

ODD green outputs. In single pixel output mode these pins are not used. 

DGG5 

121 

I/O SR5 


DGG6 

120 

I/O SR5 


DGG7 

119 

I/O SR5 


DGBO 

118 

I/O SR5 


DGB1 

117 

I/O SR5 


DGB2 

116 

I/O SR5 


DGB3 

115 

I/O SR5 

DGPort Blue Pixel Data. In dual pixel output mode these pins are the ODD 

DGB4 

114 

I/O SR5 

blue outputs. In single pixel output mode these pins are not used. 

DGB5 

113 

I/O SR5 


DGB6 

112 

I/O SR5 


DGB7 

111 

I/O SR5 



Table 2-4 provides detailed Display Port pin descriptions. 

Table 2-4 Display Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

DCLK 

106 

OSR 

DPort Pixel Clock. Output clock for the display port pixel data. DCLK is 
enabled by the DCLKEN bit and can be inverted by the DCPOL bit. DCLK 
can be set to run at 'A pixel rate, for dual pixel output mode, by setting the 
DCK2EN bit. The DCLK output can be disabled by the DCLKOFF bit 
to reduce power consumption. 

DCLKNEG 

107 

OSR 

• DPort Pixel Clock. 

DVS 

108 

OS 

DPort Vertical Sync. DVS can be either active-high or active-low 
depending on the VSPOL bit. Width and timing is controlled by the VPLSE 
and VDLY registers. 

DHS 

109 

OS 

DPort Vertical Sync. DHS can be either active-high or active-low 
depending on the HSPOL bit. Sync width can be controlled by the HPLSE 
register. 
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Table 2-4 Display Port Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

DEN 

110 

OS 

DPort Pixel Enable. This signal is active whenever valid data is present. 

The polarity is specified by the DENPOL bit. 

DRO 

103 

OSR 


DR1 

102 

OSR 


DR2 

101 

OSR 


DR3 

100 

OSR 

DPort Red Pixel Data. In dual pixel output mode these pins are the EVEN 

DR4 

99 

OSR 

red outputs. 

DR5 

98 

OSR 


DR6 

97 

OSR 


DR7 

96 

OSR 


DGO 

95 

OSR 


DG1 

94 

OSR 


DG2 

93 

OSR 


DG3 

92 

OSR 

DPort Green Pixel Data. In dual pixel output mode these pins are the 

EVEN green outputs. These pins can also be used in conjunction with the 
PORTB pins for higher color depth. 

DG4 

91 

OSR 

DG5 

90 

OSR 


DG6 

89 

OSR 


DG7 

88 

OSR 


DBO 

83 

OSR 


DB1 

82 

OSR 


DB2 

81 

OSR 


DB3 

80 

OSR 

DPort Blue Pixel Data. In dual pixel output mode these pins are the EVEN 

DB4 

79 

OSR 

blue outputs. 

DB5 

78 

OSR 


DB6 

77 

OSR 


DB7 

76 

OSR 
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Table 2-5 provides detailed Microprocessor Interface pin descriptions. 

Table 2-5 Microprocessor Interface Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

WR 

194 

I/O D5 

Write Enable. Low indicates a write to external RAM or other devices. 

RD 

195 

I/O D5 

Read Enable. Low indicates a read to external RAM or other devices. 

ROMOE 

196 

OS 

ROM Output Enable. Low output indicates a read from external ROM. 

ROMWE 

197 

OS 

ROM Write Enable. Low indicates a write to external ROM. 

CSO 

198 

I/O D5 

Miscellaneous Chip Select 0. Low selects external devices. 

CS1 

199 

I/O D5 

Miscellaneous Chip Select 1. When EXTRAMEN=0, low selects external 
devices. 

Chip select for external RAM. When EXTRAMEN=1, low selects external 
RAM. (RAMOS) 

NMI 

193 

ID 5 

Non-Maskable Interrupt. A high input triggers a non-maskable interrupt to 
the on-chip microprocessor. 

A1 

192 

I/O D5 

Microprocessor address bus output bits (19:1). 

A2 

191 

I/O D5 

A3 

190 

I/O D5 

A4 

189 

I/O D5 

A5 

188 

I/O D5 

A6 

187 

I/O D5 

A7 

184 

I/O D5 

A8 

183 

I/O D5 

A9 

182 

I/O D5 

A10 

181 

I/O D5 

All 

180 

I/O D5 

A12 

179 

I/O D5 

A13 

178 

I/O D5 

A14 

177 

I/O D5 

A15 

176 

I/O D5 

A16 

175 

I/O D5 

A17 

174 

I/O D5 

A18 

173 

I/O D5 

A19 

164 

I/O D5 
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Table 2-5 Microprocessor Interface Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

DO 

163 

I/O D5 


D1 

162 

I/O D5 


D2 

161 

I/O D5 


D3 

160 

I/O D5 


D4 

159 

I/O D5 


D5 

158 

I/O D5 


D6 

157 

I/O D5 


D7 

156 

I/O D5 

Microprocessor 16-bit bidirectional data bus. 

D8 

155 

I/O D5 

D9 

154 

I/O D5 


DIO 

153 

I/O D5 


Dll 

152 

I/O D5 


D12 

151 

I/O D5 


D13 

150 

I/O D5 


D14 

149 

I/O D5 


D15 

148 

I/O D5 



Table 2-6 provides detailed Peripheral Interface pin descriptions. 

Table 2-6 Peripheral Interface Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

PORTAO 

207 

I/O U5 

General-purpose I/O port bit controlled by PADAT0 and PAEN0. This pin 
has one other possible function when EXTRAMEN=1. 

When EXTRAMEN=1 and PAEN0=0, PORTA1 is microprocessor address 
bit 0 (A0). 

PORTA1 

206 

I/O U5 

General-purpose I/O port bit controlled by PADAT1 and PAEN1. This pin 
has one other possible function when EXTRAMEN=1. 

When EXTRAMEN=1 and PAEN1=0, PORTA1 is microprocessor byte- 
high enable (BHEN) 

PORTA2 

205 

I/O U5 

General-purpose I/O port bit controlled by PADAT2 and PAEN2. This pin 
has one other possible function when GREFEN=1. 

When GREFEN=1 and PAEN2=0, PORTA2 is GPort PLL reference out, a 
delayed version of internal horizontal sync (typically connected to the 
external PLLs reference input) (GREF) 

PORTA3 

204 

I/O U5 

General-purpose I/O port bit controlled by PADAT3 and PAEN3. This pin 
can also function as an external clock source for DCLK (DCLKEXT) when 
the internal PLLs are disabled. 

PORTA4 

203 

I/O U5 

General-purpose I/O port bit controlled by PADAT4 and PAEN4. This pin 
has one other possible function when IREN=1. 

When IREN=1 and PAEN4=1, this pin can function as an input to the on- 
chip IR receiver 0. (IRRCVR0) 
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Table 2-6 Peripheral Interface Pin Descriptions (continued) 


Name 


PORTA5 


PORTA6 


Pin(s) 


202 


201 


Type 


I/O U5 


I/O U5 


Function 

General-purpose I/O port bit controlled by PADAT5 and PAEN5. This pin 

has other possible functions depending on the IREN, EIEN registers. 

• When EIEN=1 and PAEN5=1, this pin can function as an external 
interrupt to the on-chip CPU. 

• When IREN=1 and PAEN5=1, this pin can function as an input to the on- 
chip IR receiver 1. (IRRCVR1). . 

General-purpose I/O port bit controlled by PADAT6 and PAEN6. This pin 

can also function as BLKSPL when BLKSMPLEN=1. 

• When BLKSMPLEN=1 and PAEN6=0, PORTA6 is GPORT black sample 
clamp pulse output (typically used as port of an external DC restoration 
circuit) (BLKSPL) This pin has one other possible function when 


PREF1EN=1. 


• When PREF1EN=1 and PAEN6=0, PORTA6 is a variable duty-cycle 
pulse reference generator (PWM) output controlled by PREF1HI and 


PORTA7 


200 


I/O D5 


PREF1LO. 

General-purpose I/O port bit controlled by PADAT7 and PAEN7. This pin 
has one other possible function when PREF0EN=1. 


PORTBO 


PORTB1 


57 


58 


When PREF0EN=1 and PAEN7=0, PORTA7 is a variable duty-cycle pulse 
reference generator (PWM) output controlled by PREFOHI and PREFOLO. 

General purpose I/O port bit controlled by PBDATO and PBENO. PORTBO 
I/O D5 can also function as GROO when in 48 bit graphics input mode; VRO when 
in 24 bit RGB video input mode; Y0 when in 24 bit YUV video input mode. 

General purpose I/O port bit controlled by PBDAT1 and PBEN1. PORTB1 
I/O D5 can also function as GROI when in 48 bit graphics input mode; VR1 when 
in 24 bit RGB video input mode; Y1 when in 24 bit YUV video input mode. 

General purpose I/O port bit controlled by PBDAT2 and PBEN2. PORTB2 
can also function as: 


PORTB2 


59 


I/O D5 


Function 

When in 

DB1E 

Dual-pixel 27-bit output mode 

DB0 

30-bit output mode 

GR02 

48-bit graphics input mode 

VR2 

24-bit RGB video input mode 

Y2 

24-bit YUV video input mode 

CbO 

30-bit YCbCr input mode (CSCD30BIT). 


General purpose I/O port bit controlled by PBDAT3 and PBEN3. PORTB3 
can also function as: 


PORTB3 


60 


I/O D5 


Function 

When in 

DBIO 

Dual-pixel 27-bit output mode 

DB1 

30-bit output mode 

GR03 

48-bit graphics input mode 

VR3 

24-bit RGB video input mode 

Y3 

24-bit YUV video input mode 

Cbl 

30-bit YCbCr input mode (CSCD30BIT). 
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Table 2-6 Peripheral Interface Pin Descriptions (continued) 


Name 


Pin(s) 


Type 


Function 

General purpose I/O port bit controlled by PBDAT4 and PBEN4. PORTB4 
can also function as: 


PORTB4 


61 


I/O D5 


Function 

When in 

DG1E 

Dual-pixel 27-bit output mode 

DGO 

30-bit output mode 

GR04 

48-bit graphics input mode 

VR4 

24-bit RGB video input mode 

Y4 

24-bit YUV video input mode 

YO 

30-bit YCbCr input mode (CSCD30BIT). 


General purpose I/O port bit controlled by PBDAT5 and PBEN5. PORTB5 
can also function as: 


PORTB5 


62 


I/O D5 


Function 

When in 

DG10 

Dual-pixel 27-bit output mode 

DG1 

30-bit output mode 

GR05 

48-bit graphics input mode 

VR5 

24-bit RGB video input mode 

Y5 

24-bit YUV video input mode 

Y1 

30-bit YCbCr input mode (CSCD30BIT). 


General purpose I/O port bit controlled by PBDAT6 and PBEN6. PORTB6 
can also function as: 


PORTB6 


63 


I/O D5 


Function 

When in 

DR1E 

Dual-pixel 27-bit output mode 

DRO 

30-bit output mode 

GR06 

48-bit graphics input mode 

VR6 

24-bit RGB video input mode 

Y6 

24-bit YUV video input mode 

CrO 

30-bit YCbCr input mode (CSCD30BIT). 


General purpose I/O port bit controlled by PBDAT7 and PBEN7. PORTB7 
can also function as: 


PORTB7 


64 


I/O D5 


Function 

When in 

DRIO 

Dual-pixel 27-bit output mode 

DR1 

30-bit output mode 

GR07 

48-bit graphics input mode 

VR7 

24-bit RGB video input mode 

Y7 

24-bit YUV video input mode 

Crl 

30-bit YCbCr input mode (CSCD30BIT). 
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Table 2-6 Peripheral Interface Pin Descriptions (continued) 


Name 

PORTCO 

PORTC1 

PORTC2 

PORTC3 

PORTC4 

PORTC5 

PORTC6 

PORTC7 


RXD 


Pin(s) 

39 

40 

41 

42 

43 

44 

45 

46 


67 


Type 

I/O D5 
I/O D5 
I/O D5 
I/O D5 
I/O D5 
I/O D5 
I/O D5 
I/O D5 


Function 

General purpose I/O port controlled by PCDAT(7:0) and PCEN(7:0). 
PORTC(7:0) can also function as: 


Function 

When 

GBO(7:0) 

48-bit graphics input mode 

VB(7:0) 

24-bit RGB video input mode 

U(7:0) 

24-bit YUV video input mode 

UV(7:0) 

16-bit YUV video input mode 


I/O U5 


Serial Receive Data. RXD is the serial receive data for the on-chip serial 
port. This pin can also function as the 2-wire master data pin when 


TXD 


68 


I/O U5 


2WMEN=16. 

Serial Transmit Data. TXD is the serial transmit data for the on-chip serial 
port. This pin can also function as the 2-wire master clock output pin when 


2WMEN=16. 


Table 2-7 provides detailed Miscellaneous pin descriptions. 

Table 2-7 Miscellaneous Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

TESTEN 

142 

ID 5 

Test Mode Enable. Connect to ground for normal operation. 

RESET_N 

139 

BOD 

Bidirectional reset pin. This pin requires a pull-up resistor to V33 (VDDQ3). 
The typical value is 3.3K ohm. 

• When EXTRSTEN=1, RESET_N is an input. 

• When EXTRSTEN=0, RESET_N is an output. In either case a low 
indicates reset. 

EXTRSTEN 

28 

ID 5 

External Reset Enable. 

• When EXTRSTEN=1, the internal reset is disabled and an external reset 
must be supplied on the RESET_N pin. 

• When EXTRSTEN=0, the internal reset is enabled and RESET_N 
becomes a bidirectional pin that can be used to either drive external logic 
in the system or receive an external reset signal. 

XI 

169 

1 

Crystal Input. Connect to external crystal. XI can also function as the 

MCLK input LVTTL-level signal from an external oscillator. 

XO 

170 

0 

Crystal Output. Connect to external crystal. 


Table 2-8 provides detailed Microprocessor Debug Port pin descriptions. 

Table 2-8 Microprocessor Debug Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

TRST_N 

147 

ID 5 

Debug port reset (low true). Leave floating if debug port is not being used. 

TCK 

146 

ID 5 

Debug port serial data clock. Leave floating if debug port is not being 
used. 

TMS 

145 

ID 5 

Debug port mode select. Leave floating or pull to ground to disable. 

TDI 

144 

ID 5 

Debug port serial data in. Leave floating if debug port is not being used. 

TDO 

143 

I/O D5 

Debug port serial data out. Leave floating if debug port is not being used. 













































Pin Descriptions 


Pinout Information 


Table 2-9 provides detailed Power and Ground pin descriptions. 

Table 2-9 Power and Ground Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

VDD1 

16,37,65,84, 

137,185 

P 

1,8V digital core power. 

VSS 

17,38,66,85, 

138,186 

P 

Digital core ground. 

VDDQ3 

29,52,72,86, 

104,123,140, 

171,208 

P 

3.3V digital I/O power. 

VSSQ 

1,30, 53, 73, 87, 
105, 124, 141, 
172, 

P 

Digital I/O ground. 

VDDPA1 

167 

P 

1,8V analog clock generator power. 

VDDPA2 

165 

P 

1,8V analog clock generator power. 

VSSPA1 

168 

P 

Clock generator analog ground. 

VSSPA2 

166 

P 

Clock generator analog ground. 
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2.2.1 Video Port Pins 

Table 2-1 provides detailed pin descriptions for the Video Port. 

Table 2-1 Video Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

PVHS 

28 

1 

Primary Video (PV) Port horizontal sync input. Indicates start of next line of input data. 
This signal is internally polarity corrected (PVHS_POL) so PVHS can be either active- 
high or active-low. [Input, pull-down, 5V-tolerant] 

PVVS 

27 

1 

Primary Video (PV) Port vertical sync input. Indicates start of next field or frame of 
input data. This signal is internally polarity corrected (PVVS_POL) so PVVS can be 
either active-high or active-low. [Input, pull-down, 5V-tolerant] 

CREF 

26 

1 

Video input clock reference. [Input, pull-down, 5V-tolerant] 

• cref_mode = 1 

PVCLK . 

CREF J 1_1 ; 1_1 ; 1.. J ; 1 _ 1 ; 1 _ 1 1 _ 

X 

X 

z 

X 

o 

X 

CO 

> 

CD 

> 

of 

> 

-Y- 

sampling points 

• cref_mode = 0 

pvclk . 

CREF 1 1 1 1 1 1 1 1 1 1 1: 1 1 1:1 1 1:1:1 INI 


vr ' vg ’ vb ( X X ) . { N 'X X ) 

^--Y--^ 

sampling points 

PVCLK 

25 

1 

Primary Video (PV) Port pixel clock input. [Input, pull-down, 5V-tolerant] 

SVVS 

12 

1 

Secondary Video (SV) Port (ITU-R BT656 format) vertical sync input. Indicates start of 
next field or frame of input data. This signal is internally polarity corrected (svvs_pol) 
so SVVS can be either active-high or active-low. [Input, pull-down, 5V-tolerant] 

SVHS 

11 

1 

Secondary Video (SV) Port (ITU-R BT656 format) horizontal sync input. This signal is 
internally polarity corrected ( svhs_pol ) so SVHS can be either active-high or active- 
low. [Input, pull-down, 5V-tolerant] 

SVCLK 

13 

1 

Secondary Video (SV) Port (ITU-R BT656 format) pixel clock input. [Input, pull-down, 
5V-tolerant] 
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Table 2-1 Video Port Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

VRO 

30 

1 

Video port red data input. These pins have different functions depending on the 

VR1 

31 

1 

sellings ot ine rvmoae register, [input, pun-aown, ov-toierantj 


VR2 

32 

1 


PVmode 

VR[7:0] Pin Function 


VR3 

33 

1 

00 

Reserved. 

VR4 

35 

1 

01 

Primary Video (PV) Port. 

UV[7:4]: ITU-R BT601 YUV 4:1:1 UV pixel data. 

VR5 

36 

1 

10 

Primary Video (PV) Port 

UV[7:0]: ITU-R BT601 YUV 4:2:2 UV pixel data. 

VR6 

37 

1 

VR7 

38 

1 

11 

Primary Video (PV) Port. 

R[7:0]: red pixel data or 

V[7:0]: ITU-R BT601 YUV 4:4:4 pixel data. 




VGO 

15 

1 

Video port green data input. These pins have different functions depending on the 
settings of the Primary Video (PV) Port mode registers. [Input, pull-down, 5V-tolerant] 

VG1 

16 

1 

VG2 

17 

1 


PVmode 

VG[7:0] Pin Function 


VG3 

18 

1 

00 

Reserved. 

VG4 

20 

1 

01 

Primary Video (PV) Port. 

Y[7:0]: ITU-R BT601 YUV 4:1:1 UV pixel data. 

VG5 

21 

1 

10 

Primary Video (PV) Port. 

Y[7:0]: ITU-R BT601 YUV 4:2:2 UV pixel data. 

VG6 

22 

1 

VG7 

23 

1 

11 

Primary Video (PV) Port. 

G[7:0]: green pixel data or 

Y[7:0]: ITU-R BT601 YUV 4:4:4 pixel data. 




VBO 

1 

1 

Video port blue data input. These pins have different functions depending on the 
settings for the Primary Video (PV) Port mode registers. [Input, pull-down, 5V-tolerant] 

VB1 

2 

1 

VB2 

3 

1 


PVmode 

VB[7:0] Pin Function 


VB3 

4 

1 

00 

Reserved. 

VB4 

6 

1 

01 

10 

Secondary Video (SV) Port 

YUV[7:0]: ITU-R BT656 format pixel data. 

VB5 

7 

1 

11 

Primary Video (PV) Port. 

B[7:0]: blue pixel data or 

U[7:0]: ITU-R BT601 YUV 4:4:4 pixel data. 

VB6 

8 

1 

VB7 

9 

1 





2.2.2 Digital/Graphics (DG) Port Pins 

Table 2-2 provides detailed pin descriptions for the Digital/Graphics (DG) Port. 

Table 2-2 Digital/Graphics (DG) Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

DGS 

67 

1 

Digital/Graphics (DG) port vertical sync. 

[Tri-state output, 4mA drive, 5V-tolerant] 

DGHS 

66 

1 

Digital/Graphics (DG) port horizontal sync. 

[Tri-state output, 4mA drive, 5V-tolerant] 

DGCLK 

68 

1 

Digital/Graphics (DG) port pixel clock. 

[Tri-state output, 8mA drive, 5V-tolerant] 
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Table 2-2 Digital/Graphics (DG) Port Pin Descriptions (continued) 


Name 

DGRO 

DGR1 

DGR2 

DGR3 

DGR4 

DGR5 

DGR6 

DGR7 

DGGO 

DGG1 

DGG2 

DGG3 

DGG4 

DGG5 

DGG6 

DGG7 

DGBO 

DGB1 

DGB2 

DGB3 

DGB4 

DGB5 

DGB6 

DGB7 


Pin(s) 

91 

92 

94 

95 

97 

98 

99 

100 
81 
82 

83 

84 
86 

87 

88 
89 

70 

71 

72 

73 

75 

76 

78 

79 


Type 


Function 

Digital/Graphics (DG) port red data. [Bi-directional, input with pull-down, tri-state 4mA 
drive output, 5V-tolerant] 



DGR[7:0] Pin Function 


Digital/Graphics (DG) Port input (single pixel mode). 

R[7:0]: red pixel data or 

V[7:0]: YUV 4:4:4 pixel data. 


Digital/Graphics (DG) port green data. [Bi-directional, input with pull-down, tri-state 
4mA drive output, 5V-tolerant] 



DGG[7:0] Pin Function 


Digital/Graphics (DG) Port input (single pixel mode). 

G[7:0]: green pixel data or 

Y[7:0]: YUV 4:4:4 pixel data. 


Digital/Graphics (DG) port blue data. [Bi-directional, input with pull-down, tri-state 4mA 
drive output, 5V-tolerant] 



DGB[7:0] Pin Function 


Digital/Graphics (DG) Port input (single pixel mode). 

B[7:0]: blue pixel data or 

U[7:0]: YUV 4:4:4 pixel data. 


2.2.3 System Power Pins 

Table 2-3 provides detailed pin descriptions for System Power. 

Table 2-3 System Power Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

VDD 

5, 34, 93, 
123,140, 
175,205, 
235 

P 

Digital core power (2.5V). 

VSS 

19, 49, 
77, 112, 
134,187, 
219, 251 

G 

Digital core ground. 
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Table 2-3 System Power Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

PVDD 

14, 29, 
42, 54, 
64, 69, 
80, 90, 
101,109, 
120,131, 
143,165, 
180,200, 
208,216, 
224, 230, 
237, 243, 
249, 256 

P 

Digital I/O power (3.3V). 

PVSS 

10, 24, 
39, 46, 
57, 65, 
74, 85, 
96, 105, 
115, 126, 
137,147, 
171,189, 
193,202, 
212,222, 
228, 233, 
240, 246, 
253 

G 

Ground. 

MPAVDD 

60 

P 

Memory PLL analog power 2.5V. 

MPAVSS 

61 

G 

Memory PLL analog ground. 

MPDVDD 

58 

P 

Memory PLL guard ring / digital power 2.5V. 

MPDVSS 

59 

G 

Memory PLL guard ring / digital ground. 

DPAVDD 

197 

P 

Display PLL analog power 2.5V. 

DPAVSS 

196 

G 

Display PLL analog ground. 

DPDVDD 

199 

P 

Display PLL digital power 2.5V. 

DPDVSS 

198 

G 

Display PLL digital ground. 

AVD33R 

157 

P 

Analog power (+3.3V) for R (V/Pr) channel. 

AVD33G 

154 

P 

Analog power (+3.3V) for G (Y/Y) channel. 

AVD33B 

151 

P 

Analog power (+3.3V) for B (U/Pb) channel. 

AVS33R 

158 

G 

Analog ground for R (V/Pr) channel. 

AVS33G 

155 

G 

Analog ground for G (Y/Y) channel. 

AVS33B 

152 

G 

Analog ground for B (U/Pb) channel. 

ADAVDD 

163 

P 

Analog power supply (+2.5V) for the analog display port. 

ADAVSS 

164 

G 

Analog ground for the analog display port. 

ADDVDD 

149 

P 

Digital power supply (+2.5V) for the analog display port. 

ADDVSS 

148 

G 

Digital ground for the analog display port. 

ADGVDD 

166 

P 

Guard ring power for the analog display port. 

ADGVSS 

167 

G 

Guard ring ground for the analog display port. 
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2.2.4 Miscellaneous Pins 

Table 2-4 provides detailed descriptions for Miscellaneous Pins. 

Table 2-4 Miscellaneous Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

XTALI 

40 

1 

Crystal oscillator input. Connect to an external 10MHz crystal. 

XTALO 

41 

0 

Crystal oscillator output. Connect to an external 10MHz crystal. 

RESETn 

55 

1 

Hardware asynchronous reset. The signal is active low. Must be continuously asserted 
for a minimum of 100 ps after power-up to satisfy the SDRAM power-up requirement. 

[Input, Schmitt trigger, pull-up, 5V-tolerant] 

CGMS 

146 

1 

CGMS Enable 

TCK 

50 

1 

Debug port test data clock. TCK provides the clock input for the Test Bus (also known 
as the Test Access Port). 

TDI 

51 

1 

Debug port test data in. TDI transfers serial test data into VISTA. TDI provides the 
serial input necessary for JTAG specification support. 

TDO 

48 

0 

Debug port test data out. TDO transfers serial test data out of VISTA. TDO provides 
the serial input necessary for JTAG specification support. 

TMS 

52 

1 

Debug port test mode select. TMS is a JTAG specification support signal used by 
debug tools. 

TRSTn 

53 

1 

Debug port test reset. TRSTn resets the Test Access Port (TAP) logic. TRSTn must be 
driven low during power on RESETn. 

TEST 

56 

1 

Test mode. Active high. Must be low during normal operation. [Input, pull-down, 5V- 
tolerant] 

TESTCLK 

144 

1 

Used for testing, can be used to supply display clock. [Input, pull-down, 5V-tolerant] 

NC 

201 

- 

No connect. 

NC 

62, 63, 
194,195 

- 

No connect. 


2.2.5 Host Interface Pins 

Table 2-5 provides detailed pin descriptions for the Host Interface. 

Table 2-5 Host Interface Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

2WCLK 

45 

1 

Clock signal of two-wire serial bus. [Input, pull-up, 5V-tolerant] 

2WDAT 

47 

I/O 

Data signal of two-wire serial bus. [Bi-directional, tri-state 4mA drive output, 5V- 
tolerant] 

2WA1 

43 

1 

Programmable two-wire serial bus address bit 1. [Input, pull-down, 5V-tolerant] 

2WA2 

44 

1 

Programmable two-wire serial bus address bit 2. [Input, pull-down, 5V-tolerant] 


2.2.6 Memory Pins 

Table 2-6 provides detailed pin descriptions for Memory. 

Table 2-6 Memory Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

MCLK 

229 

O 

SDRAM clock. This signal is rising edge active. [Tri-state output, 8mA drive, 
5V-tolerant] 

MCLKFB 

223 

1 

SDRAM clock feedback. For latching in read data. [Input, 5V-tolerant] 
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Table 2-6 Memory Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

MRAS 

225 

O 

SDRAM row address strobe. This signal is active low. [Tri-state output, 8mA drive, 
5V-tolerant] 

MCAS 

226 

O 

SDRAM column address strobe. This signal is active low. [Tri-state output, 8mA drive, 
5V-tolerant] 

MWE 

227 

0 

SDRAM write enable. This signal is active low. [Tri-state output, 8mA drive, 

5V-tolerant] 

MAO 

213 

0 

SDRAM address bus. Multiplexed row and column address and bank select. Row 
addresses use MA[11:0]for8MB SDRAM and MA[10:0] for 2MB SDRAM. Column 
addresses use MA[7:0]. [Tri-state output, 8mA drive, 5V-tolerant] 

Note. MA10 is a control signal during column address charging and pre-charging. 

For 8MB SDRAM the bank select pins baO and bal should be connected to MAI2 and 

MAI 

210 

0 

MA2 

207 

0 

MA3 

204 

0 

MA4 

203 

0 

MA5 

206 

0 

MA6 

209 

0 

MA7 

211 

0 

MA8 

214 

0 

MA9 

217 

0 

MA13, respectively. For 2MB SDRAM, connect baO to MA12. 

MA10 

215 

0 

MA11 

220 

0 

MAI 2 

221 

0 

MAI 3 

218 

0 

MDO 

255 

I/O 

SDRAM data hus [Ri-dirar.tional tri-state 8mA drive output pull-up 5V-tnlerant] 

MD1 

252 

I/O 

MD2 

248 

I/O 

MD3 

245 

I/O 

MD4 

242 

I/O 

MD5 

239 

I/O 

MD6 

236 

I/O 

MD7 

232 

I/O 

MD8 

231 

I/O 


MD9 

234 

I/O 

MD10 

238 

I/O 

MD11 

241 

I/O 

MD12 

244 

I/O 

MD13 

247 

I/O 

MD14 

250 

I/O 

MD15 

254 

I/O 


2.2.7 Digital Display Output Port Pins 

Table 2-7 provides detailed pin descriptions for the Digital Display Output Port. 

Table 2-7 Digital Display Output Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

DVS 

103 

0 

Digital display output port vertical sync. [Tri-state output, 4mA drive, 5V-tolerant] 

DHS 

104 

0 

Digital display output port horizontal sync. [Tri-state output, 4mA drive, 5V-tolerant] 

DCLK 

102 

0 

Digital display output port pixel clock. [Tri-state output, 8mA drive, 5V-tolerant] 
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Table 2-7 Digital Display Output Port Pin Descriptions (continued) 


Name 

DENR 

DENG 

DENB 


DEN 


Pin(s) 

108 

106 

107 


145 


Type 

O 

O 

o 


I 


Function 

Display pixel enable red. [Tri-state output, 4mA drive, 5V-tolerant] 

Digital display pixel enable green. [Tri-state output, 4mA drive, 5V-tolerant] 
Digital display pixel enable blue. [Tri-state output, 4mA drive, 5V-tolerant] 
Digital display output port output enable. [Input, pull-up, 5V-tolerant] 

Active level controlled by DEN_POL [reg 0x61 bit 2]. 


DRO 

DR1 

DR2 

DR3 

DR4 

DR5 

DR6 

DR7 

DGO 

DG1 

DG2 

DG3 

DG4 

DG5 

DG6 

DG7 

DBO 

DB1 

DB2 

DB3 

DB4 

DB5 

DB6 

DB7 


132 

133 

135 

136 

138 

139 

141 

142 
121 
122 

124 

125 

127 

128 

129 

130 
110 
111 

113 

114 
116 

117 

118 
119 


O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

O 

o 

o 


Note: DEN only controls the data bus [DR(7:0), DG(7:0), DB(7:0)] and not the control 
signals [DVS, DHS, DCLK, DENR, DENG, DENB], 

Digital display output port red data. [Tri-state output, 4mA drive, 5V-tolerant] 



uv_mode 

DR[7:0] Pin Function 


000 

DPort single pixel output. 

R[7:0]: red pixel data or 

V[7:0]:YUV 4:4:4 pixel data. 

Oil 

UV[7:0]: ITU-R BT601 YUV 4:2:2 pixel data 


Digital display output port green data. [Tri-state output, 4mA drive, 5V-tolerant] 



uv_mode 

DG[7:0] Pin Function 


000 

DPort single pixel output. 

G[7:0]: green pixel data or 

Y[7:0]: YUV 4:4:4 pixel data 

Oil 

Y[7:0]: ITU-R BT601 YUV 4:2:2 pixel data 


Digital display output port blue data. [Tri-state output, 4mA drive, 5V-tolerant] 



uvmode 

DB[7:0] Pin Function 


XXX 

DPort single pixel output. 

B[7:0]: blue pixel data or 

U[7:0]: YUV 4:4:4 pixel data. 


2.2.8 Analog Display Port Pins 

Table 2-8 provides detailed pin descriptions for the Analog Display Port. 

Table 2-8 Analog Display Port Pin Descriptions 


Name 

Pin(s) 

Type 

Function 

ADR 

156 

O 

Analog display port red (V/Pr) data. 

ADG 

153 

O 

Analog display port green (Y/Y) data. 

ADB 

150 

0 

Analog display port blue (U/Pb) data. 

VREFIN 

161 

1 

Reference voltage input. 

VREFOUT 

162 

0 

Voltage reference output. This output nominally delivers 1.23v reference voltage from 
bandgap reference block. It is normally connected to VREFIN pin. 



































































Pinout Information 


Pin Descriptions 


Table 2-8 Analog Display Port Pin Descriptions (continued) 


Name 

Pin(s) 

Type 

Function 

RSET 

159 

I/O 

Full-Scale adjust resistor. A resistor should be connected between this pin and AVS33 
to control the magnitude of the full-scale video signal. 

RSET(ohm)=VREFIN(V)*10.66/IOFS(A), 

where IOFS is full-scale output current. 

COMP 

160 

i/O 

Compensation pin. This pin should be connected through 0.1 uF ceramic capacitor to 
AVD33 (+3.3v) externally. 








PIN CONFIGURATION 


Q LL 

^> Q ^ <C _ 1 

< > m w 


Q Q 8 8 Q CD z: 

pUjz>>zoq;‘- 
<0;i3<<Utfll3l3 


Q § g 9 D § Q 
< < u m < u 



GND 1 61 h 

o 

H 40 | GND 

av dd DD- 


-DEI av dd 

GND 1 63 h 


H 38 I CLAMP 

VSOUT 1 64 h 


H 37 | MIDSCV 

sog out QD- 


H 36 | GND 

HSOUT 1 66 h 


-DEI pv dd 

DCK 1 67 h 


-DEI pv dd 

GND 1 68 h 


-QD FILT 

V DD l~69T 


H 32 | GND 

DD 1 1 

R[ 7] 1 70 h 

MST9883B 

H 31 | VSYNC 

r[ 6] rm- 


H 30 | HSYNC 

R[5] QD- 


H 29 | COAST 

R[4] HTT- 


H 28 | GND 

R[ 3] 1 74 h 


-DD pv dd 

R[2] 1 75 h 


-DD pv dd 

R[ 1] 1 76 h 


H 25 | GND 

R[0] 1 77 h 


H 24 | GND 

v„ QE> 

Pin 1 

IDENTIFIER 

-DD v DD 

v„ DD- 

s 

-DD v DD 

GND 1 80 h 

O 

H 21 | GND 



M Ico I loc 


ro hr lo 


|r-1 |co| |cr| o 


Q l I I I I I 1 I I I I I I I I I f~\ | | I-1 | | I-1 | | I-1 | | I-1 

rv^oLn-^-rofN-rHoS 

X I-1 I-1 I-1 I-1 I-1 I-1 I-1 I-1 X ^ I_I I_I I_I I-1 I_I I_I I_I I_I X 

(JU(J?(J}(J(J 30 (JU(J^CDCDCQCQCQCQCQCQ(J 



PI N DESCRIPTIONS 


Pin Name 

Pin Type 

Function 

Pin Number(s) 

RED| N 

Analog 1 nput 

Red analog input 

54 

GRN in 

Analog 1 nput 

Green analog input 

48 

blu in 

Analog 1 nput 

Blue analog input 

43 

SOGin 

Analog 1 nput 

Sync on Green analog input 

49 


CLAMP 

Digital CMOS 1 nput 

External Clamp 1 nput 

38 

HSYNC 

Digital CMOS 1 nput 

Horizontal SYNC 1 nput 

30 

VSYNC 

Digital CMOS 1 nput 

Vertical SYNC Input 

31 

COAST 

Digital CMOS Input 

Hold PLL Frequency, do not track HSYNC 

29 


SCL 

Digital CMOS Input 

Serial Interface clock 

56 

SDA 

Digital CMOS Input/Output 

Serial Interface data pin 

57 

Ao 

Digital CMOS 1 nput 

Serial interface address pin 

55 


R [7:0] 

Digital CMOS 3-state Output 

Red output data 

70-77 

G [7:0] 

Digital CMOS 3-state Output 

Green output data 

2-9 

B [7:0] 

Digital CMOS 3-state Output 

Blue output data 

12-19 

DCK 

Digital CMOS 3-state Output 

Output data clock 

67 

HSOUT 

Digital CMOS 3-state Output 

HSYNC output 

66 

VSOUT 

Digital CMOS 3-state Output 

VSYNC output 

64 

SOGqut 

Digital CMOS 3-state Output 

SYNC on Green Slicer Output 

65 


FILT 


No Connection 

33 


VREF 

Reference 

Internal Reference Bypass 

58 

MIDSCV 

Reference 

Internal Mid-Scale Voltage Bypass 

37 


av dd 

3.3v Power 

Analog Power 

39,42,45,46,51,52,59,62 

PV dd 

3.3v Power 

PLL Power 

26,27,34,35 

Vdd 

3.3v Power 

Digital Output Power 

11,22, 23, 69,78,79 

GND 

System Ground 

System Ground 

1,10,20,21,24,25,28,32,36,4 

0,41,44,47,50,53,60,61,63,6 

8,80 

















































PIN CONFIGURATION 


Vdd 

DQO 

VbDQ 

DQ1 

DQ2 

VSSQ 

DCS 

DQ4 

VbDQ 

DQ5 

DQ6 

VSSQ 

DQ7 

VDD 

LDQM 

/WE 

/CAS 

IRAS 

ICS 

BAD 

BA1 

A10/AP 

AD 

A1 

A2 

A3 

VDD 


1 


54 

2 


53 

3 


52 

4 


51 

5 


50 

6 


49 

7 


48 

8 


47 

9 


46 

10 


45 

11 


44 

12 


43 

13 

54pin TSOPII 

42 

14 

400milx875mil 

41 

15 

0.8mm pin pitch 

40 

16 


39 

17 


38 

18 


37 

19 


36 

20 


35 

21 


34 

22 


33 

23 


32 

24 


31 

25 


30 

26 


29 

27 


28 


VSS 

DQ15 

VSSQ 

DQ14 

DQ13 

VDDQ 

DQ12 

DQ11 

VSSQ 

DQ10 

DQ9 

VbDQ 

DQ8 

VSS 

NC 

UDQM 

clk 

CKE 

NC 

All 

A9 

A8 

A7 

A6 

A5 

AA 

VSS 


PIN DESCRIPTION 


PIN 

PIN NAME 

DESCRIPTION 

CLK 

Clock 

The system clock input. All other inputs are registered to the SDRAM on the 
rising edge of CLK 

CKE 

Clock Enable 

Controls internal clock signal and when deactivated, the SDRAM will be one 
of the states among power down, suspend or self refresh 

CS 

Chip Select 

Enables or disables all inputs except CLK, CKE and DQM 

BA0.BA1 

Bank Address 

Selects bank to be activated during RAS activity 

Selects bank to be read/written during CAS activity 

A0-All 

Address 

Row Address : RAO - RA11, Column Address : CA0 - CA7 

Auto-precharge flag : A10 

RAS, CAS, WE 

Row Address Strobe, 

Column Address Strobe, 

Write Enable 

RAS, CAS and WE define the operation 

Refer function truth table for details 

LDQM, UDQM 

Data Input/Output Mask 

Controls output buffers in read mode and masks input data in write mode 

DQ0-DQ15 

Data Input/Output 

Multiplexed data input / output pin 

vdd/vss 

Power Supply/Ground 

Power supply for internal circuits and input buffers 

vddq/vssq 

Data Output Power/Ground 

Power supply for output buffers 

NC 

No Connection 

No connection 






21490G-2 

























CONNECTION DIAGRAMS 


This device is also available in Known Good Die (KGD) form. Refer to publication number 21536 for 
more information. 


RY/BY# 1 


O 


44 RESET# 

A18 2 




43 WE# 

A17 3 




42 A8 

A7 4 




41 A9 

A6 5 




40 A10 

A5 6 




39 All 

A4 7 




38 A12 

A3 8 


SO 


37 A13 

A2 9 



36 A14 

A1 10 




35 A15 

AO 11 




34 A16 

CE# 12 




33 BYTE# 

Vss 13 




32 V ss 

OE# 14 




31 DQ15/A-1 

DQO 15 




30 DQ7 

DQ8 16 




29 DQ14 

DQ1 17 




28 DQ6 

DQ9 18 




27 DQ13 

DQ2 19 




26 DQ5 

DQ10 20 




25 DQ12 

DQ3 21 




24 DQ4 

DQ11 22 




23 Vr.n 


© 

© 

© 

A13 

A12 

A14 

© 

© 

© 

A9 

A8 

A10 

© 

© 

© 

WE# 

RESET# 

NC 

© 

© 

© 

RY/BY# 

NC 

A18 

© 

© 

© 

A7 

A17 

A6 

© 

© 

© 

A3 

A4 

A2 




FBGA 

Top View, Balls Facing Down 


© 

© 

© 

© 

© 

A15 

A16 

BYTE# 

DQ15/A-1 

v ss 

© 

© 

© 

© 

© 

All 

DQ7 

DQ14 

DQ13 

DQ6 

© 

© 

© 

© 

© 

NC 

DQ5 

DQ12 

< 

o 

o 

DQ4 

© 

© 

© 

© 

© 

NC 

DQ2 

DQ10 

DQ11 

DQ3 

© 

@ 

© 

© 

© 

A5 

DQO 

DQ8 

DQ9 

DQ1 

© 

© 

© 

© 

© 

A1 

AO 

CE# 

OE# 

v ss 



Special Handling Instructions for FBGA 
Package 

Special handling is required for Flash Memory products 
in FBGA packages. 


Flash memory devices in FBGA packages may be 
damaged if exposed to ultrasonic cleaning methods. 
The package and/or data integrity may be 
compromised if the package body is exposed to 
temperatures above 150°C for prolonged periods of 
time. 


PIN CONFIGURATION 

A0-A18 = 19 addresses 

DQ0-DQ14 = 15 data inputs/outputs 

DQ15/A-1 = DQ15 (data input/output, word mode), 

A-1 (LSB address input, byte mode) 

BYTE# = Selects 8-bit or 16-bit mode 

CE# = Chip enable 

OE# = Output enable 

WE# = Write enable 

RESET# = Hardware reset pin, active low 

RY/BY# = Ready/Busy# output 

V cc = 3.0 volt-only single power supply 

(see Product Selector Guide for speed 
options and voltage supply tolerances) 

V ss = Device ground 

NC = Pin not connected internally 


LOGIC SYMBOL 






PIN DESCRIPTION 

Table 1. Z86229 Pin Identification* 


2 ^ 



No. 

Symbol 

Function 

Direction 

rC SEL c 1 

18 

□ RED 





GREEN c 2 

17 

□ BOX 

1 

l 2 C SEL 

l 2 C Address Selection 

Input 

BLUE c 3 

16 

□ SDO 

001/ 

2 

GREEN 

Video Output 

Output 

SEN c 4 18-Pin 

15 

□ bUK 

□ SDA 

3 

BLUE 

Video Output 

Output 

HIN c 5 DIP/SO 1C 

SMS c 6 

14 

13 

□ V| N /INTRO 

4 

SEN 

Serial Enable 

Input 

VIDEO c 7 

12 

=1 V DD 

5 

HIN 

Horizontal In 

Input 

CSYNC c 8 

11 

=1 V SS (A) 

6 

SMS 

Serial Mode Select 

Input 

LPF c 9 

10 

□ RREF 

7 

VIDEO 

Composite Video 

Input 




8 

CSYNC 

Composite Sync 

Output 

Figure 2. Z86229 Pin Configuration 

9 

LPF 

Loop Filter 

Output 


10 

RREF 

Resistor Reference 

Input 

11 

< 

(/) 

(/) 

> 

Pwr. Supply (Analog) 

GND 


12 

V DD 

Power Supply 


13 

V| N /INTRO 

Vertical In/Interrupt Out 

In/Output 

14 

SDA 

Serial Data 

In/Output 

15 

SCK 

Serial Clock 

Input 

16 

SDO 

Serial Data Out 

Output 

17 

BOX 

OSD Timing Signal 

Output 

18 

RED 

Video Output 

Output 


Note: *DIP and SOIC pin configurations are identical. 


ABSOLUTE MAXIMUM RATINGS* 


Symbol 

Parameter 

Value 

Unit 

V DD 

DC Supply Voltage 

-0.5 to 6.0 

V 

V IN 

DC Input Voltage 

—0.5 to V DD +0.5 

V 

V OUT 

DC Output Voltage 

-0.5 to V DD + 0.5 

V 

'in 

DC Input Current per Pin 

+ 10 

mA 

'out 

DC Output Current per Pin 

+ 20 

mA 

'dd 

DC Supply Current 

+ 30 

mA 

P D 

Power Dissipation per Device 

300 

mW 

t stg 

Storage Temperature 

-65 to +150 

°C 

Tl 

Lead Temperature, 1 mm from Case for 10 seconds 

260 

°C 


Notes: 

'Voltages referenced to V ss (A). Values beyond the maximum ratings listed above may cause damage to the device. Functional 
operation should be restricted to the limits specified in the DC and AC Characteristics tables or Pin Description section. 







PIN DEFINITIONS 
Inputs 

l 2 C SEL (Pin 1). This pin selects 28h for writing and 29h for 
reading when this input is Low(O). When the input is 
High(l), the device selects 2Ah for writing and 2Bh for 
reading. 

SEN (Pin 4). This pin enables the signal for the SPI mode 
of operation on the Serial Control Port. When this pin is Low 
(0), the SPI port is disabled and the SDO pin is in the high- 
impedance state. Transitions on the SCK and SDA pins are 
ignored. SPI mode operation is enabled when SMS is High 
( 1 ). 

HIN (Pin 5). For this pin, the Horizontal Sync input signal 
at the CMOS level must be supplied. When the device is 
used in VIDEO-LOCK mode, the signal pulls the on-chip 
VCO within the proper range. The circuit uses the frequency 
of this signal, which must be within ± 3 % F h , but the overall 
signal can be of either polarity. When used in the H-lock 
mode, the VCO phase locks to the rising edge of this signal. 
The HPOL bit of the H Position register can be set to operate 
with either polarity of input signal. This signal is usually 
the H Flyback signal. The timing difference between HIN 
rising edge and the leading edge of composite sync (of VID¬ 
EO input) is one of the factors which affects the horizontal 
position of the display. Any shift resulting from the timing 
of this signal can be compensated for with the horizontal 
timing value in the H Position Register. H-lock is intended 
for use when the part is generating an OSD display when 
no video signal is present. 

SMS (Pin 6). This pin allows the mode select pin for the Se¬ 
rial Control Port. When this input is at a CMOS High state 
(1), the Serial Control Port operates in the SPI mode. When 
the input is Low (0), the Serial Control Port operates in the 
I 2 C slave mode. In SPI mode, the SEN pin must be tied High. 
(See Reset Operation section.) 

VIDEO (Pin 7). This pin is a composite NTSC video input, 
1.0V p-p (nom), band limited to 600 kHz. The circuit op¬ 
erates with signal variation between 0.7-1.4V p-p. The po¬ 
larity is sync tips negative. This signal pin should be AC 
coupled through a 0.1 pF capacitor, driven by a source im¬ 
pedance of 470 ohms or less. 

SCK (Pin 15). This pin is an input for a serial clock signal 
from the master control device. In I 2 C mode operation, the 
clock rate is expected to be within I 2 C limits. In SPI mode, 
the maximum clock frequency is 10 MHz. 


Reset Operation. When the SMS and SEN pins are both in 
the Low (0) state, the part is in the Reset state; therefore, in 
the I 2 C mode, the SEN pin can be used as an NReset input. 
When SPI mode is used, if three wire operation is required, 
both SMS and SEN can be tied together and used as the 
NReset input. In either mode, NReset must be held Low (0) 
for at least 100 ns. 

Input/Output 

V| N /INTRO (Pin 13). In external (EXT) vertical lock mode 
of operation, the internal vertical sync circuits lock to the 
V IN input signal applied at this pin. The part locks to the 
rising or falling edge of the signal in accordance with the 
setting of the V Polarity command. The default is rising 
edge. The Vj N pulse must be at least 2 lines wide. 

In INTRO Mode, when configured for internal vertical syn¬ 
chronization, this pin is an output pin providing an interrupt 
signal to the master control device in accordance with the 
settings in the Interrupt Mask Register. 

SDA (Pin 14). When the Serial Control Port has been set to 
I 2 C mode operation, this pin serves as the bidirectional data 
line for sending and receiving serial data. In SPI mode op¬ 
eration, the device operates as a serial data input. SPI mode 
output data is available on the SDO pin. 

Outputs 

RED, GREEN, BLUE (Pins 2, 3, 18). These pins are osi- 
tive-acting CMOS-level signals. 

• Color Mode: Red, Green, and Blue characters are in¬ 
corporated as video outputs for use in a color receiver 

• Mono Mode: In this mode, all three outputs carry the 
character luminance information 


Note: The selection of Color/Mono Mode is user controlled in 
bit D] of the Configuration Register (Address=00h). (See 
Internal Registers section.) 


CSync (Pin 8). Sync slice level. A 0.1 pF capacitor must be 
tied between this pin and analog ground V SS (A). This ca¬ 
pacitor stores the sync slice level voltage. 

LPF (Pin 9). Loop Filter. A series RC low-pass filter must 
be tied between this pin and analog ground V SS (A). There 
must also be second capacitor from the pin to V SS (A). 



PIN DEFINITIONS (Continued) 


RREF (Pin 10). Reference setting resistor. Resistor must be 
10 kOhms, ±2%. 

SDO (Pin 16). This pin provides the serial data output when 
SPI mode communications have been selected. This pin is 
not used in I 2 C mode operation. 

BOX (Pin 17). Black box keying output is an active High, 
CMOS-level signal used to key in the black box for cap¬ 
tions/text displays. This output is in a high-impedance state 
when the background attribute has been set to semi-trans¬ 
parent. 


Power Supply 

Vgg (Pins 11). These pins are the lowest potential power 
pins for the analog and digital circuits. They are normally 
tied to system ground. 

V D d (Pi n 12). The voltage on this pin is nominally 5.0 
Volts, and may range between 4.75 to 5.25 Volts with re¬ 
spect to the V ss pins. 

Note: The recommended printed circuit pattern for implement¬ 
ing the power connection and critical components is ref¬ 
erenced in the Recommended Application Information 
section on page 49. 



General Description 

The MM74HC374 high speed Octal D-Type Flip-Flops uti¬ 
lize advanced silicon-gate CMOS technology. They pos¬ 
sess the high noise immunity and low power consumption 
of standard CMOS integrated circuits, as well as the ability 
to drive 15 LS-TTL loads. Due to the large output drive 
capability and the 3-STATE feature, these devices are ide¬ 
ally suited for interfacing with bus lines in a bus organized 
system. 

These devices are positive edge triggered flip-flops. Data 
at the D inputs, meeting the setup and hold time require¬ 
ments, are transferred to the Q outputs on positive going 
transitions of the CLOCK (CK) input. When a high logic 
level is applied to the OUTPUT CONTROL (OC) input, all 
outputs go to a high impedance state, regardless of what 


signals are present at the other inputs and the state of the 
storage elements. 

The 74HC logic family is speed, function, and pinout com¬ 
patible with the standard 74LS logic family. All inputs are 
protected from damage due to static discharge by internal 
diode clamps to V cc and ground. 

Features 

■ Typical propagation delay: 20 ns 

■ Wide operating voltage range: 2-6V 

■ Low input current: 1 pA maximum 

■ Low quiescent current: 80 pA maximum 

■ Compatible with bus-oriented systems 

■ Output drive capability: 15 LS-TTL loads 


Ordering Code: 


Order Number 

Package Number 

Package Description 

MM74HC374WM 

M20B 

20-Lead Small Outline Integrated Circuit (SOIC), JEDEC MS-013, 0.300" Wide 

MM74HC374SJ 

M20D 

20-Lead Small Outline Package (SOP), EIAJ TYPE II, 5.3mm Wide 

MM74HC374MTC 

MTC20 

20-Lead Thin Shrink Small Outline Package (TSSOP), JEDEC MO-153, 4.4mm Wide 

MM74HC374N 

N20A 

20-Lead Plastic Dual-ln-Line Package (PDIP), JEDEC MS-001, 0.300” Wide 


Devices also available in Tape and Reel. Specify by appending the suffix letter “X” to the ordering code. 


Connection Diagram 


Truth Table 


Pin Assignments for DIP, SOIC, SOP and TSSOP 


80 8D 7D 70 6Q 6D 5D 50 CLOCK 


1 20 


18 


16 

,5 



12 

11 

■ 


] 

7 

I 

I 


r 

h 

P 

] 




L 




1! 

H 

m 

ii 

n 

1 

H 

hi 

ii 

Ii] 





22 

-i 

J L 


P2 


i _,_ 


* 

2 

r 

4 

5 

6 

r 

8 

9 10 


OUTPUT IQ ID 20 20 30 30 40 40 GND 

CONTROL 


Top View 


Output 

Control 

Clock 

Data 

Output 

L 

t 

H 

H 

L 

t 

L 

L 

L 

L 

X 

Qo 

H 

X 

X 

Z 


H = HIGH Level 
L = LOW Level 
X = Don't Care 

T = Transition from LOW-to-HIGH 
Z = High Impedance State 

Q 0 = The level of the output before steady state input conditions were 
established 



Pin Out 


THC63LVDM83R 


—— 

-55-TA3 
-5^- TA2 
GND 

-5=_tai 

-5i- TAO 
-50-TD0 
-49- LVDS GND 

J^_ta- 

^2-TA+ 

^-TB- 

^-TB+ 

-44. LVDS VCC 
-43. LVDS GND 

-4?_TC- 

-^-L TC+ 

-40. TCLK- 
-39. TCLK+ 

-3?_ TD- 
J”_TD+ 

-36. LVDS GND 
JL pLL GND 
-34_ PLL VCC 
J33- PLL GND 
-33_ /PDWN 
-1L CLK IN 
J0-TC6 

J=2_gnd 


THC63LVDM63R 


1 

• 

48 

2 


47 

3 


46 

4 


45 

5 


44 

6 


43 

7 


42 

8 


41 

9 


40 

10 


39 

11 


38 

12 


37 

13 


36 

14 


35 

15 


34 

16 


33 

17 


32 

18 


31 

19 


30 

20 


29 

21 


28 

22 


27 

23 


26 

24 


25 


TA3 

TA2 

GND 

TA1 

TAO 

N/C 

LVDS GND 

TA- 

TA+ 

TB- 

TB+ 

LVDS VCC 
LVDS GND 
TC- 
TC+ 

TCLK- 
TCLK+ 
LVDSGND 
PLL GND 
PLL VCC 
PLL GND 
/PDWN 
CLK IN 
TC6 





THC63LVDM83R Pin Description 


Pin Name 

Pin # 

Type 

Description 

TA+, TA- 

47, 48 

LVDS OUT 


TB+. TB- 

45,46 

LVDS OUT 

T VT)<n Data Out 

TC+, TC- 

41,42 

LVDS OUT 

JL/V Uo LsclLcl UUl. 

TD+, TD- 

37,38 

LVDS OUT 


TCLK+, TCLK- 

39,40 

LVDS OUT 

LVDS Clock Out. 

TAO ~ TA6 

51,52, 54, 55,56,3,4 

IN 


TBO - TB6 

6, 7, 11, 12, 14, 15, 19 

IN 

Pixel Data Inputs. 

TCO - TC6 

20, 22, 23, 24, 27, 28, 30 

IN 

TDO - TD6 

50, 2, 8, 10, 16, 18, 25 

IN 


/PDWN 

32 

IN 

H: Normal operation, 

L: Power down (all outputs are Hi-Z) 


LVDS swing control. 


R/F 

17 

IN 

VCC 

9, 26 

Power 

CLKIN 

31 

IN 

GND 

5, 13,21, 

29, 53 

Ground 

LVDS VCC 

44 

Power 

LVDS GND 

36, 43, 49 

Ground 

PLL VCC 

34 

Power 

PLL GND 

33,35 

Ground 


RS 

LVDS swing 

VCC 

350mV 



GND 

200mV 


Input Clock Triggering Edge Select. 

H: Rising edge, L: Falling edge 

Power Supply Pins for TTL inputs and digital 
circuitry. 

Clock in. 

Ground Pins for TTL inputs and digital circuitry. 

Power Supply Pins for LVDS Outputs. 

Ground Pins for LVDS Outputs. 

Power Supply Pin for PLL circuitry. 

Ground Pins for PLL circuitry. 


THC63LVDM63R Pin Description 


Pin Name 

Pin # 

Type 

Description 

TA+, TA- 

40,41 

LVDS OUT 


TB+, TB- 

38, 39 

LVDS OUT 

LVDS Data Out. 

TC+, TC- 

34, 35 

LVDS OUT 


TCLK+, TCLK- 

32,33 

LVDS OUT 

LVDS Clock Out. 

TAO - TA6 

44, 45, 47, 48, 1, 3, 4 

IN 


TBO - TB6 

6, 7, 9, 10, 12, 13, 15 

IN 

Pixel Data Inputs. 

TCO ~ TC6 

16, 18, 19, 20, 22,23, 25 

IN 


/PDWN 

27 

IN 

H: Normal operation, 

L: Power down (all outputs are Hi-Z) 


LVDS swing control. 


RS 

LVDS swing 

VCC 

350mV 



GND 

200mV 





Pin Name 

Pin # 

Type 

Description 

R/F 

14 

IN 

Input Clock Triggering Edge Select. 

H: Rising edge, L: Falling edge 

VCC 

8, 21 

Power 

Power Supply Pins for TTL inputs and digital 
circuitry. 

CLKIN 

26 

IN 

Clock in. 

GND 

5, 11, 17, 24, 46 

Ground 

Ground Pins for TTL inputs and digital circuitry. 

LVDS VCC 

37 

Power 

Power Supply Pins for LVDS Outputs. 

LVDS GND 

36, 42 

Ground 

Ground Pins for LVDS Outputs. 

PLL VCC 

29 

Power 

Power Supply Pin for PLL circuitry. 

PLL GND 

28, 30 

Ground 

Ground Pins for PLL circuitry. 


Absolute Maximum Ratings 1 


Supply Voltage (V cc ) 

-0.3V ~ +4.0V 

CMOS/TTL Input Voltage 

-0.3V ~ (V cc + 0.3V) 

CMOS/TTL Output Voltage 

-0.3V ~ (V cc + 0.3V) 

LVDS Driver Output Voltage 

-0.3V ~ (V cc + 0.3V) 

Output Current 

continuous 

Junction Temperature 

+150°C 

Storage Temperature Range 

-65°C ~ +150°C 

Lead Temperature (Soldering, 4sec) 

+260°C 

Maximum Power Dissipation @+25 °C 

1.4W 


Electrical Characteristics 
CMOS/TTL DC Specifications 

V cc = 3.0V ~ 3.6V, Ta = -10°C ~ +70°C 


Symbol 

Parameter 

Conditions 

Min. 

Typ. 

Max. 

Units 

Vffl 

High Level Input Voltage 


2.0 


v CC 

V 

VlL 

Low Level Input Voltage 


GND 


0.8 

V 

I INC 

Input Current 

ov<v IN <v cc 



±10 

pA 

IpD 

Pull Down Current 

R/L pin, VIH=V CC 



100 

pA 

Irs 

RS Pull Down Current 

RS pin, VIH=V CC 



100 

pA 


1. “Absolute Maximum Ratings” are those valued beyond which the safety of the device can not be guaranteed. They 
are not meant to imply that the device should be operated at these limits. The tables of “Electrical Characteristics” 
specify conditions for device operation. 







Pin Connections and Short Descriptions 

NC = not connected; leave vacant 
LV = if not used, leave vacant 

X = obligatory; connect as described in circuit diagram 
DVSS: if not used, connect to DVSS 
AHVSS: connect to AHVSS 


PLCC 

68-pin 

PSDIP 

64-pin 

Pin No. 

PSDIP 

52-pin 

PQFP 

80-pin 

PLQFP 

64-pin 

Pin Name 

Type 

Connection 
(if not used) 

Short Description 

1 

16 

14 

9 

8 

ADR_WS 

OUT 

LV 

ADR word strobe 

2 

- 

- 

- 

- 

NC 


LV 

Not connected 

m 


13 

8 

7 

ADR_DA 

OUT 

LV 

ADR data output 


14 

KB 

7 

6 

I2S DA INI 

IN 

LV 

l 2 S1 data input 

§ :,i 

13 


6 

5 

l2S_DA_OUT 

OUT 

LV 

l 2 S data output 

6 

12 

10 

5 

4 

I2S WS 

IN/OUT 

LV 

l 2 S word strobe 

on 

11 

9 

EB 

3 

I2S_CL 

IN/OUT 

LV 

l 2 S clock 

EH 

10 

8 

m 

2 

I2C DA 

IN/OUT 

X 

l 2 C data 

9 

9 

7 

2 

1 

I2C CL 

IN/OUT 

X 

l 2 C clock 

10 

8 

- 


64 

NC 


LV 

Not connected 

11 

7 

6 


63 

STANDBYQ 

IN 

X 

Stand-by (low-active) 

IB 

6 

EB 

79 

62 

ADR^SEL 

IN 

X 

l 2 C Bus address select 

KB 

5 

KB 

78 

61 

D_CTR_I/O_0 

IN/OUT 

LV 

D_CTR_I/O_0 

14 

4 

3 

77 

60 


IN/OUT 

LV 

D_CTR I/O J 

15 

3 


76 

59 

NC 


LV 

Not connected 

16 

2 

- 

75 

58 

NC 


LV 

Not connected 

17 

- 

- 

- 

- 

NC 


LV 

Not connected 

18 

■ 

2 

74 

57 


OUT 

LV 

Audio clock output 
(18.432 MHz) 

19 


1 

73 


TP 


LV 

Test pin 

m 

mi 

52 

72 

55 

XTAL_OUT 

OUT 

X 

Crystal oscillator 

21 

62 

51 

71 

54 

XTALJN 

IN 

X 

Crystal oscillator 

22 

61 

50 

70 

53 

TESTEN 

IN 

X 

Test pin 

23 

60 

49 

69 

52 

ANA IN2+ 

IN 

AVSS via 

56 pF / LV 

IF input 2 (can be left 
vacant, only if IF input 1 is 
also not in use) 

24 

59 

48 

68 

51 

ANA IN- 

IN 

AVSS via 

56 pF / LV 

IF common (can be left 
vacant, only if IF input 1 is 
also not in use) 
































































































PLCC 

68-pin 

PSDIP 

64-pin 

Pin No. 

PSDIP 

52-pin 

PQFP 

80-pin 

PLQFP 

64-pin 

Pin Name 

Type 

Connection 
(if not used) 

Short Description 

25 

58 

47 

67 

50 

ANAJN1+ 

IN 

LV 

IF input 1 

26 

57 

46 

66 

49 

AVSUP 


X 

Analog power supply 5 V 

- 

- 

- 

65 

- 

AVSUP 


X 

Analog power supply 5 V 

- 

- 

- 

64 

- 

NC 


LV 

Not connected 

- 

- 

- 

63 

- 

NC 


LV 

Not connected 

27 

56 

45 

62 


AVSS 


X 

Analog ground 

- 

- 

- 

61 

- 

AVSS 


X 

Analog ground 

28 

55 

44 

IB 

s 

MONOJN 

IN 

LV 

Mono input 

- 

- 

- 

IS 

B 

NC 


LV 

Not connected 

29 

54 

B 

58 

46 

VREFTOP 


X 

Reference voltage IF 

A/D converter 

30 

53 

m 

57 

45 

SC1_IN_R 


LV 

SCART 1 input, right 

m 

52 

41 

56 

44 

SC1JN„L 


LV 

SCART 1 input, left 


m 

- 

55 

ES 

ASG 


AHVSS 

Analog Shield Ground 

33 


40 

54 


SC2_IN_R 

IN 

LV 

SCART 2 input, right 

34 

49 

39 

53 

■ 

SC2JN L 

IN 

LV 

SCART 2 input, left 

35 

48 

- 

52 

40 

ASG 


AHVSS 

Analog Shield Ground 

36 

47 

38 

51 

39 

SC3_IN_R 

IN 

LV 

SCART 3 input, right 

m 

46 

37 

50 

38 

SC3 IN L 


LV 

SCART 3 input, left 


45 

- 

49 

37 

ASG 


AHVSS 

Analog Shield Ground 

39 

44 

- 

48 

36 

SC4JN_R 

IN 

LV 

SCART 4 input, right 

40 

43 

- 

47 

35 

SC4_IN_L 

IN 

LV 

SCART 4 input, left 


- 

- 

46 

- 

NC 


LV or AHVSS 

Not connected 


42 

36 

45 

34 

AGNDC 


X 

Analog reference voltage 

Efl 

41 

35 

44 

33 

AHVSS 


X 

Analog ground 


- 

- 

43 

- 

AHVSS 


X 

Analog ground 

- 

- 

- 

SI 

Q| 

NC 


LV 

Not connected 

- 




- 

NC 


LV 

Not connected 

44 


m 


32 

CAPLM 


X 

Volume capacitor MAIN 

45 

39 

33 

39 

31 

AHVSUP 


X 

Analog power supply 8 V 

El 

38 

32 

38 

30 

CAPL_A 


X 

Volume capacitor AUX 

47 

37 

31 

37 

29 

SC1_OUT_L 


LV 

SCART output 1, left 







































































































































PLCC 

68-pin 

RSDIP 

64-pin 

■ 

PQFP 

80-pin 

PLQFP 

64-pin 

Pin Name 

Type 

Connection 
(if not used] 

Short Description 


36 



28 

SC1_OUT_R 

OUT 

LV 

SCART output 1, right 

49 

35 

29 

35 

27 

VREF1 


X 

Reference ground 1 

50 

34 

28 

34 

26 

SC2_OUT_L 

OUT 

LV 

SCART output 2, left 

51 

33 

27 

33 

25 

SC2_OUT.R 

OUT 

LV 

SCART output 2, right 

52 

- 

- 

32 

- 

NC 


LV 

Not connected 

53 

32 


31 

24 

NC 


LV 

Not connected 

54 

31 

26 

30 

23 

DACM.SUB 

OUT 

LV 

Subwoofer output 

55 

30 

- 

29 

22 

NC 


LV 

Not connected 

56 

29 

25 

28 

21 

DACM_L 

OUT 

LV 

Loudspeaker out, left 

57 

28 

24 

27 

20 

DACM_R 

OUT 

LV 

Loudspeaker out, right 

58 

27 

23 

26 

19 

VREF2 


X 

Reference ground 2 

59 

26 

22 

25 

18 

DACA_L 

OUT 

LV 

Headphone out, left 

60 

25 

21 

24 

17 

DACA.R 

OUT 

LV 

Headphone out, right 

- 

- 

- 

23 

- 

NC 


LV 

Not connected 

- 

- 

- 

22 

- 

NC 


LV 

Not connected 

61 

24 

20 

21 

16 

RESETQ 

IN 

X 

Power-on-reset 

62 

23 

- 

20 

15 

NC 


LV 

Not connected 

63 

22 

- 

19 

14 

NC 


LV 

Not connected 

. 64 

21 

19 

18 

13 

NC 


LV 

Not connected 

65 

20 

18 

17 

12 

I2S.DA.IN2 

IN 

LV 

l 2 S2-data input 

66 

19 

17 

16 

11 

DVSS 


X 

Digital ground 

- 

- 

- 

15 

- 

DVSS 


X 

Digital ground 

- 

- 

- 

14 

- 

DVSS 


X 

Digital ground 

67 

18 

16 

13 

10 

DVSUP 


X 

Digital power supply 5 V 

- 

- 

- 

12 

- 

DVSUP 


X 

Digital power supply 5 V 

- 

- 


11 

- 

DVSUP 


X 

Digital power supply 5 V 

68 

17 

15 

10 

9 

ADR.CL 

OUT 

LV 

ADR dock 



4.3. Pin Descriptions 


Pin numbers refer to the PQFP80 package. 

Pin 1, NC - Pin not connected. 

Pin 2, I2C_CL - l 2 C Clock Input/Output (Fig. 4-18) 

Via this pin, the l 2 C-bus clock signal has to be sup¬ 
plied. The signal can be pulled down by the MSP in 
case of wait conditions. 

Pin 3, I2C_DA- l 2 C Data Input/Output (Fig. 4-18) 

Via this pin, the l 2 C-bus data is written to or read from 
the MSP. 

Pin 4, I2S_CL - l 2 S Clock Input/Output (Fig. 4-19) 
Clock line for the l 2 S bus. In master mode, this line is 
driven by the MSP; in slave mode, an external l 2 S 
clock has to be supplied. 

Pin 5, I2S WS - l 2 S Word Strobe Input/Output 
(Fig. 4-19) 

Word strobe line for the rS bus. In master mode, this 
line is driven by the MSP; in slave mode, an external 
l 2 S word strobe has to be supplied. 

Pin 6, l2S_DA_OUT - l 2 S Data Output (Fig. 4-23) 
Output of digital serial sound data of the MSP on the 
l 2 S bus. 

Pin 7, I2S_DA_IN1 - l 2 S Data Input 1 (Fig. 4-15) 

First input of digital serial sound data to the MSP via 
the l 2 S bus. 

Pin 8, ADR_DA - ADR Bus Data Output (Fig. 4-23) 
Output of digital serial data to the DRP 351OA via the 
ADR bus. 

Pin 9, ADR WS - ADR Bus Word Strobe Output 
(Fig. 4-23) 

Word strobe output for the ADR bus. 

Pin 10, ADR_CL - ADR Bus Clock Output (Fig. 4-23) 
Clock line for the ADR bus. 

Pins 11, 12, 13, DVSUP* - Digital Supply Voltage 
Power supply for the digital circuitry of the MSP. Must 
be connected to a +5 V power supply. 

Pins 14. 15, 16. DVSS* - Digital Ground 

Ground connection for the digital circuitry of the MSP. 

Pin 17, I2S DA IN2 - l 2 S Data Input 2 (Fig. 4-15) 
Second input of digital serial sound data to the MSP 
via the l 2 S bus. 

Pins 18, 19, 20, NC - Pins not connected. 

Pin 21, RESETQ - Reset Input (Fig. 4-11) 

In the steady state, high level is required. A low level 
resets the MSP 34xOG. 


Pins 22, 23, NC - Pins not connected. 

Pins 24, 25, DACA R/L - Headphone Outputs 
(Fig. 4-21) 

Output of the headphone signal. A 1-nF capacitor t< 
AHVSS must be connected to these pins. The DC off 
set on these pins depends on the selected headphone 
volume. 

Pin 26, VREF2 - Reference Ground 2 
Reference analog ground. This pin must be connectei 
separately to ground (AHVSS). VREF2 serves as ; 
clean ground and should be used as the reference fo 
analog connections to the loudspeaker and head 
phone outputs. 

Pins 27, 28, DACM__R/L - Loudspeaker Outputs 
(Fig. 4-21) 

Output of the loudspeaker signal. A 1-nF capacitor t< 
AHVSS must be connected to these pins. The DC of! 
set on these pins depends on the selected loud 
speaker volume. 

Pin 29, NC - Pin not connected. 

Pin 30. DACM SUB - Subwoofer Output (Fig. 4-21) 
Output of the subwoofer signal. A 1-nF capacitor ti 
AHVSS must be connected to this pin. Due to the lov 
frequency content of the subwoofer output, the valu< 
of the capacitor may be increased for better suppres 
sion of high-frequency noise. The DC offset on this pi 
depends on the selected loudspeaker volume. 

Pins 31, 32, NC - Pin not connected. 

Pins 33, 34, SC2_OUT_R/L - SCART2 Outputs 
(Fig. 4-22) 

Output of the SCART2 signal. Connections to thes 
pins must use a 100-Q series resistor and are intende 
to be AC-coupled. 

Pin 35, VREF1 - Reference Ground 1 
Reference analog ground. This pin must be connecte 
separately to ground (AHVSS). VREF1 serves as 
clean ground and should be used as the reference fc 
analog connections to the SCART outputs. 

Pins 36. 37, SC1_OUT_R/L - SCART 1 Outputs 
(Fig. 4-22) 

Output of the SCART1 signal. Connections to thes> 
pins must use a 100-S2 series resistor and are intende 
to be AC-coupled. 



Pin 38, CAPL_A - Volume Capacitor Headphone 
(Fig, 4-24) 

A 10-jaF capacitor to AHVSUP must be connected to 
this pin. It serves as a smoothing filter for headphone 
volume changes in order to suppress audible plops. 
The value of the capacitor can be lowered to 1-jiF if 
faster response is required. The area encircled by the 
trace lines should be minimized; keep traces as short 
as possible. This input is sensitive for magnetic induc¬ 
tion. 

Pin 39, AHVSUP* - Analog Power Supply High Volt¬ 
age 

Power is supplied via this pin for the analog circuitry of 
the MSP (except IF input). This pin must be connected 
to the +8 V supply. 

Pin 40, CAPL_M - Volume Capacitor Loudspeaker 
(Fig. 4-24) 

A 10-pF capacitor to AHVSUP must be connected to 
this pin. It serves as a smoothing filter for loudspeaker 
volume changes in order to suppress audible plops. 
The value of the capacitor can be lowered to 1 pF if 
faster response is required. The area encircled by the 
trace lines should be minimized; keep traces as short 
as possible. This input is sensitive for magnetic induc¬ 
tion. 

Pins 41,42, NC - Pins not connected. 

Pins 43, 44, AHVSS* - Ground for Analog Power 
Supply High Voltage 

Ground connection for the analog circuitry of the MSP 
(except IF input). 

Pin 45, AGNDC - Internal Analog Reference Voltage 
This pin serves as the internal ground connection for 
the analog circuitry (except IF input). It must be con¬ 
nected to the VREF pins with a 3.3-pF and a 100-nF 
capacitor in parallel. This pins shows a DC level of typ¬ 
ically 3,73 V. 

Pin 46, NC - Pin not connected. 

Pins 47, 48, SC4_IN_L/R - SCART4 Inputs 
(Fig. 4-14) 

The analog input signal for SCART4 is fed to this pin. 
Analog input connection must be AC-coupled. 

Pin 49, ASG - Analog Shield Ground 

Analog ground (AHVSS) should be connected to this 

pin to reduce cross-coupling between SCART inputs. 

Pins 50, 51, SC3_1N_L/R - SCART3 Inputs 
(Fig. 4-14) 

The analog input signal for SCART3 is fed to this pin. 
Analog input connection must be AC-coupled. 

Pin 52, ASG - Analog Shield Ground 

Analog ground (AHVSS) should be connected to this 

pin to reduce cross-coupling between SCART inputs. 


Pins 53, 54, SC2JN.L/R- SCART2 Inputs 
(Fig. 4-14) 

The analog input signal for SCART2 is fed to this pin. 
Analog input connection must be AC-coupled. 

Pin 55, ASG - Analog Shield Ground 

Analog ground (AHVSS) should be connected to this 

pin to reduce cross-coupling between SCART inputs. 

Pins 56, 57, SC1_IN„L/R- SCART1 inputs 
(Fig. 4-14) 

The analog input signal for SCART1 is fed to this pin. 
Analog input connection must be AC-coupled. 

Pin 58, VREFTOP - Reference Voltage IF A/D Con¬ 
verter (Fig. 4-16) 

Via this pin, the reference voltage for the IF A/D con¬ 
verter is decoupled. It must be connected to AVSS 
pins with a 10-pF and a 100-nF capacitor in parallel. 
Traces must be kept short. 

Pin 59, NC - Pin not connected. 

Pin 60, MONOJN - Mono Input (Fig. 4-14) 

The analog mono input signal is fed to this pin. Analog 
input connection must be AC-coupled. 

Pins 61, 62, AVSS* - Ground for Analog Power 
Supply Voltage 

Ground connection for the analog IF input circuitry of 
the MSP. 

Pins 63, 64, NC - Pins not connected. 

Pins 65, 66, AVSUP* - Analog Power Supply Voltage 
Power is supplied via this pin for the analog IF input cir¬ 
cuitry of the MSP. This pin must be connected to the 
+5 V supply. 

Pin 67, ANAJN1+- IF Input 1 (Fig. 4-16} 

The analog sound IF signal is supplied to this pin. 
Inputs must be AC-coupled. This pin is designed as 
symmetrical input: ANAJN1+ is internally connected 
to one input of a symmetrica) op amp, ANAJN- to the 
other. 

Pin 68, ANAJN- - IF Common (Fig. 4-16) 

This pins serves as a common reference for ANAJN 1/ 
2 + inputs. 

Pin 69, ANAJN2+- IF Input 2 (Fig. 4-16) 

The analog sound if signal is supplied to this pin. 
inputs must be AC-coupled. This pin is designed as 
symmetrical input: ANAJN2+ is internally connected 
to one input of a symmetrical op amp, ANAJN- to the 
other. 

Pin 70, TESTEN - Test Enable Pin (Fig. 4-12) 

This pin enables factory test modes. For normal opera¬ 
tion, it must be connected to ground. 



Pins 71, 72, XTALJN, XTAL.OUT - Crystal Input and 
Output Pins (Fig. 4-20) 

These pins are connected to an 18.432 MHz crystal 
oscillator which is digitally tuned by integrated shunt 
capacitances. An external dock can be fed into 
XTALJN. The audio clock output signal AUD_CL_OUT 
is derived from the oscillator. External capacitors at 
each crystal pin to ground (AVSS) are required. It 
should be verified by layout, that no supply current for 
the digital circuitry is flowing through the ground con¬ 
nection point. 

Pin 73, TP - This pin enables factory test modes. For 
normal operation, it must be left vacant. 

Pin 74, AUD_CL_OUT - Audio Clock Output 
(Fig. 4-20) 

This is the 18.432 MHz main clock output. 

Pins 75, 76, NC - Pins not connected. 

Pins 77, 78, D_CTRJ/O_1/0 - Digital Control Input/ 
Output Pins (Fig. 4-19) 

General purpose input/output pins. Pin D_CTR_I/0_1 
can be used as an interrupt request pin to the control¬ 
ler. 

Pin 79, ADR_SEL - l 2 C Bus Address Select 
(Fig. 4-17) 

By means of this ptrr, one of three device addresses for 
the MSP can be selected. The pin can be connected to 
ground (i 2 C device addresses 80/81 hex ), to +5 V sup¬ 
ply (84/85 hex ), or left open (88/89^). 

Pin 80, STANDBYQ - Stand-by 
In normal operation, this pin must be high. If the 
MSP 34xOG is switched off by first pulling STANDBYQ 
low and then (after >1gs delay) switching off DVSUP 
and AVSUP, but keeping AHVSUP (‘Standby’-mode), 
the SCART switches maintain their position and func¬ 
tion. 

* Application Note: 

All ground pins should be connected to one low-resis¬ 
tive ground plane. All supply pins should be connected 
separately with short and low-resistive lines to the 
power supply. Decoupling capacitors from DVSUP to 
DVSS, AVSUP to AVSS, and AHVSUP to AHVSS are 
recommended as closely as possible to these pins. 
Decoupling of DVSUP and DVSS is most important. 
We recommend using more than one capacitor. By 
choosing different values, the frequency range of 
active decoupling can be extended. In our application 
boards we use: 220 pF, 470 pF, 1.5 nF, and 10 pF, The 
capacitor with the lowest value should be placed near¬ 
est to the DVSUP and DVSS pins. 

The ASG pins should be connected as closely as pos¬ 
sible to the MSP ground. If they are lead with the 
SCART-inputs as shielding lines, they should not be 
connected to ground at the SCART connector. 





Fig. 4-10: PLQFP64 package 




Product Features: 

• High-performance, low-cost solution to switch 
between video sources 

• Wide bandwidth: 200 MHz 

• Low ON-resistance: 3Q 

• Low crosstalk at 10 MHz: -58 dB 

• Ultra-low quiescent power (0.1 pA typical) 

• Single supply operation: +5.0V 

• Fast switching: 10 ns 

• High-current output: 100 mA 

• Packages available: 

- 16-pin 300-mil wide plastic SOIC (S) 

- 16-pin 150-mil wide plastic SOIC (W) 

- 16-pin 150-mil wide plastic QSOP (Q) 


Functional Block Diagram 



Truth Table 


EN 

f.. 

! IN 


0 

0 

S1a, S1b, Sic, S1 d 

0 

1 

S2a, S2b, S2c, S2d 

1 

X 

Disabled 




Low ON-Resistance Wideband/Video 
Quad 2-Channel MUX/DEMUX 


Product Description: 

Pericom Semiconductor’s PI5V series of mixed signal video 
circuits are produced in the Company’s advanced CMOS 
low-power technology, achieving industry leading perfor¬ 
mance. 

t 

The P15V330 is a true bidirectional Quad 2-channel 
multiplexer/demultiplexer that is recommended for both 
RGB and composite video switching applications. The 
VideoSwitch™ can be driven from a current output 
RAMDAC or voltage output composite video source. 

Low ON-resistance and wide bandwidth make it ideal for 
video and other applications. Also this device has exception¬ 
ally high current capability which is far greater than most 
analog switches offered today. A single 5V supply is all that 
is required for operation. 

The PI5V330 offers a high-performance, low-cost solution 
to switch between video sources. The application section 
describes the PI5V330 replacing the HC4053 multiplier and 
buffer/amplifier. 


16-Pin Product Configuration 


IN L 
SlA b 
S2 a b 
Da b 

SIB L 

S2B r 

DB b 
GND b 




16-PIN 

QI6 

S16 

W16 


16 □ 


vcc 


15 3 

14: 
13 3 
12 j 
11 3 
io D 
o: 


EN 

SID 

52D 

DD 

Sic 

S2C 

DC 


Product Pin Description 


Pin Name 

Description 

SI a, S2a 

S1b, S2b 

Sic, S2c 

SIi), S2 d 

Analog Video I/O 

IN 

Select Input 

EN 

Enable 

Da, Db, 

Dc, Dd 

Analog Video I/O 

GND 

Ground 

Vcc 

Power 



























Pinning information 


Pinning 


outi+[T 

GND1[T 

V CC1 GE 

OUT2- |~4~ 
MODE2 [~5~ 
IN2-*- [~6~ 

SGND 
INI-*- [IT 
IN3-^ [T 
MODE1 [io 
SVRfTT 
IN4-*- f?2 
CIV|T3 
OUT3- Q£ 

GND2 [75 

V CC2 [H 
OUT4+ fi7 


[ Fig 2. Pin configuration. 

! Pin description 

Table 3: Pin description 


Symbol 

Pin 

Description 

OUT1 + 

1 

non inverted loudspeaker output of channel 1 

GND1 

2 

ground of channels 1 and 2 

Vcci 

3 

supply voltage channels 1 and 2 

OUT2- 

4 

inverted loudspeaker output of channel 2 

MODE2 

5 

mode selection 2 input: mute and on for channels 3 and 4 

IN2+ 

6 

input channel 2 

SGND 

7 

signal ground 

IN1 + 

8 

input channel 1 

IN3+ 

9 

input channel 3 

MODE1 

10 

mode selection 1 input: standby, mute and on for all channels 

SVR 

11 

half supply voltage decoupling (ripple rejection) 

IN4+ 

12- 

input channel 4 


u 


TDA8947J 


n 




Symbol 

Pin 

Description 

CIV 

13 

common input voltage decoupling 

OUT3- 

14 

inverted loudspeaker output of channel 3 

GND2 

15 

ground of channels 3 and 4 

VcC2 

16 

supply voltage channels 3 and 4 

OUT4+ 

17 

non inverted loudspeaker output of channel 4 

TAB 

- 

back side tab or heats spreader has to be connected to 


ground 


Input configuration 

The input cut-off frequency is: 

f = ' 

J ,{cu<-off) 2n(R i x Cj) 

For SE application R ( = 60 k£l and C t = 220 nF: 


fi 


Hcut-off) 


_ l _ 

2n(60 x W 3 x 220 x I0~ 9 ) 


= 12 Hz 


For BTL application R| = 30 kQ and Cj = 470 nF: 


/ 


i(cut-off) 


_/_ 

2n(30x I0 3 x 470x I0~ 9 ) 


U Hz 


As shown in Equation 2 and Equation 3, large capacitor values for the inputs are not 
necessary, so the switch-on delay during charging of the input capacitors can be 
minimized. This results in a good low frequency response and good switch-on 
behavior. 


Power amplifier 

The power amplifier is a BTL and/or SE amplifier with an all-NPN output stage, 
capable of delivering a peak output current of 4 A. 

Using the TDA8947J as a BTL amplifier offers the following advantages; 

• Low peak value of the supply current 

• Ripple frequency on the supply voltage is twice the signal frequency 

• No expensive DC-blocking capacitor 

• Good low frequency performance. 





Specifications 


) 


Outline Dimensions 




Fig. 4-1: 80-Pin Plastic Quad Flat Package 

(PQFP80) 

Weight approximately 1.61 g 
Dimensions in mm 
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4.2. Pin Connections and Short Descriptions 

NC = not connected 

LV = if not used, leave vacant 

X = obligatory; connect as described in circuit diagram 
SUPPLYA=4.75...5.25V, SUPPLYD=3.15...3.45V 


Pin No. 

PQFP 

80-pln 

Pin: Name 

Type 

Connection 
(if not used) 

Short Description 

1 

B1/CB1IN 

IN 

VREF 

Bluel/Cbl Analog Component Input 

2 

G1/Y1IN 

IN 

VREF 

Greenl/YI Analog Component Input 

3 

R1/CR1IN 

IN 

VREF 

Redl/Crl Analog Component Input 

4 

B2/CB2IN 

IN 

VREF 

Blue2/Cb2 Analog Component Input ' 

5 

G2/Y2IN 

IN 

VREF 

Green2/Y2 Analog Component Input 

1 

6 

R2/CR2IN 

IN 

VREF 

Red2/Cr2 Analog Component Input | f 

7 

ASGF 


X 

Analog Shield GND F 

9 

V SUPCAP 

SUPPLYD 

X 

Supply Voltage, Digital Decoupling Circuitry 

10 

V SUPD 

SUPPLYD 

X 

Supply Voltage, Digital Circuitry 

11 

GND d 

SUPPLYD 

X 

Ground, Digital Circuitry 

12 

GND cap 

SUPPLYD 

X 

Ground, Digital Decoupling Circuitry 

13 

SCL 

IN/OUT 

X 

l 2 C Bus Clock . 

14 

SDA 

IN/OUT 

X 

I 2 C Bus Data 




































































Pin No. 

PQFP 

80-pin 

Pin Name 

Type 

Connection 
(if not used) 

Short Description 


RESQ 

IN 

X 

Reset Input, Active Low 

16 

TEST 

IN 

GND d 

Test Pin, connect to GND d 


VGAV 

IN 

GND d 

VGAV Input 

OH 

YCOEQ 

IN 

V SUPD 

Y/C Output Enable Input, Active Low 

19 

FFIE 

OUT 

LV 

FIFO Input Enable 

20 

FFWE 

OUT 

LV 

FIFO Write Enable 

21 

FFRSTW 

OUT 

LV 

FIFO Reset Write/Read 

22 

FFRE 

OUT 

LV 

FIFO Read Enable 

23 

FFOE 

OUT 

LV 

FIFO Output Enable 

24 

CLK20 

IN/OUT 

LV 

Main Clock Output 20.25 MHz 

25 

GND pa 

SUPPLYD 

X 

Ground, Pad Decoupling Circuitry 

26 

V$uppa 

SUPPLYD 

X 

Supply Voltage, Pad Decoupling Circuitry 


LLC2 

OUT 

LV 

Double Clock Output 

28 

LLC1 

IN/OUT 

LV 

Clock Output 

29 

V SUPLLC 

SUPPLYD 

X 

Supply Voltage, LLC Circuitry 

30 

GND(_t_0 

SUPPLYD 

X 

Ground, LLC Circuitry 

31 

Y7 

OUT 

GND y 

Picture Bus Luma (MSB) 

32 

Y6 

OUT 

GND y 

Picture Bus Luma 

33 

Y5 

OUT 

GND y 

Picture Bus Luma 

34 

Y4 

OUT 

GNDy 

Picture Bus Luma 

35 

GND y 

SUPPLYD 

X 

Ground, Luma Output Circuitry 


V SUPY 

SUPPLYD 

! 

X 

Supply Voltage, Luma Output Circuitry 

37 

Y3 

OUT 

GND y 

Picture Bus Luma 


38 

Y2 

OUT 

GNDy 

Picture Bus Luma 

39 

Y1 

OUT 

GNDy 

Picture Bus Luma 

40 

Y0 

OUT 

GNDy 

Picture Bus Luma (LSB) 

41 

C7 

OUT 

GND c 

Picture Bus Chroma (MSB) 

’ 42 

C6 

OUT 

GND c 

Picture Bus Chroma 

* 

43 

C5 

OUT 

GND c 

Picture Bus Chroma 

44 

C4 

OUT 

GND c 

Picture Bus Chroma ■ 

45 

Vsupc 

SUPPLYD 

X 

Supply Voltage, Chroma Output Circuitry 





















































































































































Pin No. 

PQFP 

80-pin 


Pin Name 


Type 


Connection 
(if not used) 


Short Description 


46 

GND C 

SUPPLYD 

X 

Ground, Chroma Output Circuitry 

47 

C3 

OUT 

GND C 

Picture Bus Chroma 

48 

C2 

OUT 

GND C 

Picture Bus Chroma 

49 

Cl 

OUT 

GND C 

Picture Bus Chroma 

50 

CO 

OUT 

GND C 

Picture Bus Chroma (LSB) 

51 

GND sy 

SUPPLYD 

X 

Ground, Sync Pad Circuitry 

52 

V SUPSY 

SUPPLYD 

X 

Supply Voltage, Sync Pad Circuitry 

53 

INTLC 

OUT 

LV 

Interlace Output 

54 

AVO 

OUT 

LV 

Active Video Output 

55 

FSY/HC 

OUT 

LV 

Front Sync/ Horizontal Clamp Pulse 

56 

MSY/HS 

IN/OUT 

LV 

Main Sync/Horizontal Sync Pulse 

57 

VS 

OUT 

LV 

Vertical Sync Pulse 

58 

FPDAT 

IN/OUT 

LV 

Front-End/Back-End Data 

59 

V STBY 

SUPPLYA 

X 

Standby Supply Voltage 

« 

60 

CLK5 

OUT 

LV 

CCU 5 MHz Clock Output 

62 

XTAL1 

IN 

X 

Analog Crystal Input 

63 

XTAL2 

OUT 

X 

Analog Crystal Output 

64 

ASGF 


X 

Analog Shield GND F 

65 

GND F 

SUPPLYA 

X 

» 

Ground, Analog Front-End • 

66 

VRT 

OUTPUT 

X 

Reference Voltage Top, Analog 

67 

I2CSEL 

IN 

X 

l 2 C Bus Address Select 

68 

ISGND 

SUPPLYA 

X 

Signal Ground for Analog Input, connect to 
GND F 

69 

V SUPF 

SUPPLYA 

X 

Supply Voltage, Analog Front-End 

70 

VOUT 

OUT 

LV 

Analog Video Output 

71 

CIN 

IN 

LV* 

Chroma / Analog Video 5 Input 

72 

VIN1 

IN 

VRT* 

Video 1 Analog Input 

73 

VIN2 

IN 

VRT 

Video 2 Analog Input 

74 

VIN3 

IN 

VRT 

Video 3 Analog Input 

75 

VIN4 

IN 

VRT 

Video 4 Analog Input 

___J_ 

76 

V SUPAI 

SUPPLYA 

X 

Supply Voltage, Analog Component Inputs ' 
Front-End 












































































































































Pin Name 

Type 

Connection 
(if not used) 

Short Description 

77 

gnd ai 

SUPPLYA 

X 

Ground, Analog Component Inputs Front-End 

78 

VREF 

OUTPUT 

X 

Reference Voltage Top, Analog Component 
Inputs Front-End 

79 

FBI IN 

IN 

VREF 

Fast Blank Input 

80 

AISGND 

SUPPLYA 

X 

Signal Ground for Analog Component Inputs, 
connect to GND a j 

8, 61 

NC 

- 

LV OR GND d 

Not connected 


*) chroma selector must be set to 1 (CIN chroma select) 


4.3. Pin Descriptions 

(pin numbers for PQFP80 package) 

Pins 1-3 - Analog Component inputs RGB1/YC f C b 1 
(Fig. 4-11) 

These are analog component inputs with fast blank 
control. A RGB or YC r C b signal is converted using the 
component AD converter. The input signals must be 
AC-coupled, 

Pins 4-6 - Analog Component Inputs RGB2/YC r C b 2 
(Fig. 4-11) 

These are analog component inputs without fastblank 
control. A RGB or YC r C b signal is converted using the 
component AD converter, The input signals must be 
AC-coupled. 

Pin 7, 64 - Ground, Analog Shield Front-End GNDp 

Pin 9 - Supply Voltage, Decoupling Circuitry V$ UP cap 
T his pin is connected with 220 nF/1,5 nF/390 pF to 
GNDcap. 

Pin 10 - Supply Voltage, Digital Circuitry V SUPD 

Pin 11 - Ground, Digital Circuitry GND 0 

Pin 12 - Ground, Decoupling Circuitry GND CAP 

Pin 13- l 2 C Bus Clock SCL (Fig. 4-3) 

This pin connects to the l 2 C bus clock line. 

Pin 14- l 2 C Bus Data SDA (Fig. 4-12) 

This pin connects to the l 2 C bus data line. 

Pin 15 - Reset Input RESQ (Fig. 4-3) 

A low level on this pin resets the VPC 32xx. 

Pin 16 - Test Input TEST (Fig. 4-3) 

This pin enables factory test modes. For normal opera¬ 
tion, it must be connected to ground. 


Pin 17 - VGAV-Input (Fig. 4-3) 

This pin is connected to the vertical sync signal of a VGA 
signal. 

Pin 18 - YC Output Enable Input YCOEQ (Fig. 4-3) 

A low level on this pin enables the luma and chroma 
outputs. 

Pin 19 - FIFO Input Enable FFIE (Fig. 4-4) 

This pin is connected to the IE pin of the external field 
memory. 

Pin 20 - FIFO Write Enable FFWE (Fig. 4-4) 

This pin is connected to the WE pin of the external field] 
memory. 

Pin 21 - FIFO Reset Write/Read FFRSTW (Fig. A-A) ' 
This pin is connected to the RSTW pin of the external 
field memory. 

Pin 22 - FIFO Read Enable FFRE (Fig. 4-4) 

This pin is connected to the RE pin of the external field 
memory. 

Pin 23 - FIFO Output Enable FFOE (Fig, 4-4) 

This pin is connected to the OE pin of the external field 
memory. 

Pin 24 - Main Clock Output CLK20 (Fig. 4-4) 

This is the 20.25 MHz main clock output. 

Pin 25 - Ground, Analog Pad Circuitry GND PA 

Pin 26 - Supply Voltage, Analog Pad Circuitry V SUPPA 
This pin is connected with 47 nF/1.5 nF to GND PA 

Pin 27 - Double Output Clock, LLC2 (Fig. 4-4) 

Pin 28 - Output Clock, LLC1 (Fig. 4-4) 

This is the clock reference for the luma, chroma, and 
status outputs. 






















Pin 29 - Supply Voltage, LLC Circuitry V SUPLLC 
This pin is connected with 68 nF to GND LLC 

Pin 30 - Ground, LLC Circuitry GND LLC 

Pins 31 to 34,37 to 40 - Luma Outputs Y7 - Y0 (Fig. 
4-4) 

These output pins carry the digital luminance data. The 
outputs are clocked with the LLC1 clock. In ITUR656 
mode the Y/C data is multiplexed and clocked with 
LLC2 clock. 

Pin 35- Ground, Luma Output Circuitry GND Y 
This pin is connected with 68 nF to GND Y 

Pin 36 - Supply Voltage, Luma Output Circuitry V SUPY 

Pins 41 to 44,47 to 50 - Chroma Outputs C7-C0 (Fig. 
4—4) These outputs carry the digital CrCb chrominance 
data. The outputs are clocked with the LL1 clock. The 
CrCb data is sampled at half the clock rate and multi¬ 
plexed. The CrCb multiplex is reset for each TV line. In 
ITUR656 mode, the chroma outputs are tri-stated. 

Pin 45 — Supply Voltage, Chroma Output Circuitry 
Vsupc 

This pin is connected with 68 nF to GND C 

Pin 46 - Ground, Chroma Output Circuitry GND C 

Pin 51 - Ground, Sync Pad Circuitry GND SY 

Pin 52 - Supply Voltage, Sync Pad Circuitry V SUPSY 
This pin is connected with 47 nF/1.5 nF to GND S y 

Pin 53 Interlace Output, INTLC (Fig, 4-4) 

This pin supplies the interlace information, 0 indicates 
first field, 1 indicates second field. 

Pin 54 Active Video Output, AVO (Fig. 4-4) 

This pin indicates the active video output data. The 
signal is clocked with the LLC1 clock. 

Pin 55 - Front Sync/Horizontal Clamp Pulse, FSY/HC 
(Fig. 4 4) 

This signal can be used to clamp an external video sig¬ 
nal, that is synchronous to the input signal. The timing 
is programmable. In DIGIT3000 mode, this pin sup¬ 
plies the front sync information. 

Pin 56 - Main Sync/Horizontal Sync Pulse MSY/HS 
(Fig. 4-4) 

This pin supplies the horizontal sync pulse information 
in line-locked mode. In DIGIT3000 mode, this pin is the 
main sync input. 

Pin 57 - Vertical Sync Pulse, VS (Fig. 4-4) 

This pin supplies the vertical sync signal. 

Pin 58 - Front-End/Back-End Data FPDAT (Fig. 4-5) 
This pin interfaces to the DDP 3300A back-end pro¬ 


cessor. The information for the deflection drives and 
for the white drive control, i. e. the beam current limiter, 
is transmitted by this pin. 

Pin 59 - Standby Supply Voltage V STDBY 
In standby mode, only the clock oscillator is active, 
GND f should be ground reference. Please activate 
RESQ before powering-up other supplies 

Pin 60 - CCU 5 MHz Clock Output CLK5 (Fig. 4-10) 
This pin provides a clock frequency for the TV micro¬ 
controller, e.g. a CCU 3000 controller. It is also used 
by the DDP 3300A display controller as a standby 
clock. 

Pins 62and 63 - XTAL1 Crystal Input and XTAL2 Crys¬ 
tal Output {Fig. 4-7) 

These pins are connected to an 20.25 MHz crystal 
oscillator which is digitally tuned by integrated shunt 
capacitances. The CLK20 and CLK5 clock signals are 
derived from this oscillator. An external clock can be 
fed into XTAL1. In this case, clock frequency adjust¬ 
ment must be switched off. 

Pin 65 - Ground, Analog Front-End GND F 

Pin 66 - Reference Voltage Top VRT (Fig. 4-8) 

Via this pin, the reference voltage for the A/D converters 
is decoupled. The pin is connected with 10 pF/47 nF to 
the Signal Ground Pin. 

Pin 67 l 2 C Bus address select I2CSEL 

This pin determines the l 2 C bus address of the 1C. 

Table 4—1: VPC32xxD l 2 C address select 


I2CSEL 

l 2 C Add. 

gnd f 

VRT 

88/89 hex 

8C/8D hex 

V SUPF 

8E/8F hex 


Pin 68 - Signal GND for Analog Input ISGND (Fig. 4- 
10) This is the high quality ground reference for the 
video input signals. 

Pin 69 - Supply Voltage, Analog Front-End V S urf 
(F ig. 4-8) 

This pin is connected with 220 nF/1.5 nF/390 pF to 
GND F 

Pin 70 - Analog Video Output, VOUT (Fig. 4-6) 

The analog video signal that is selected for the main 
(luma, CVBS) ADC is output at this pin. An emitter fol¬ 
lower is required at this pin. 

Pin 71 - Chroma Input CIN (Fig. 4-9) 

This pin is connected to the S-VHS chroma signal. A 
resistive divider is used to bias the input signal to the 



middle of the converter input range. CIIM can only be 
connected to the chroma (Video 2) A/D converter. The 
signal must be AC-coupled. 

Pins 72-75-Video Input 1-4 (Fig. 4-11} 

These are the analog video inputs. A CVBS or S-VHS 
luma signal is converted using the luma (Video 1) AD 
converter. The VIN1 input can also be switched to the 
chroma (Video 2) ADC. The input signal must be 
AC-coupled. 

Pin 76 - Supply Voltage, Analog Component Inputs 
Front-End V su p A! 

This pin is connected with 220 nF/1.5 nF/390 pF to 
GND A | 

Pin 77- Ground, Analog Component Inputs Front-End 
GND ai 

Pin 78 - Reference Voltage Top VREF (Fig. 4-8) 

Via this pin, the reference voltage for the analog compo¬ 
nent A/D converters is decoupled. The pin is connected 
with 10 pF/47 nF to the Analog Component Signal 
Ground Pin. 

Pin 79- Fast Blank Input FBI IN (Fig. 4-10) 

This pin is connected to the analog fast blank signal. It 
controls the insertion of the RGB1/YC r C b 1 signals. The 
input signal must be DC-coupled. 

Pin 80 - Signal GND for Analog Component Inputs 
AISGND (Fig. 4-10) 

This is the high quality ground reference for the compo¬ 
nent input signals. 


Pin Configuration 






Fig. 4-2: 80-pin PQFP package 




Exploded View Diagram 
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